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2 Black Leaders 
Reject UN Role 
In Rhodesia Vote 


SALISBURY. Rhodesia. March 
’ : IS (AP» — Two black Rhodesian 
. government leaders rejected today 
a call by Britain and the United 
_ - Stales Tor United Nations supervi- 
'*■ $km of elections here next month. 
f One of them described a U.S. pro- 
posal for pre-election discussions 

■ i with black guerrillas as “disas- 
. ’ • rrous.” 

The t«o leaders. Bishop Abel 
Muzorewa and the Rev. Ndabanin- 

■ ai Sithole. are members of the bira- 
' • jiaJ transition government that is 
‘ - proceeding with its own plans for 

parliamentary elections April 20. 
■•'■Both commented today in inter- 
' views in the Sunday Mail newspa- 

P cr - . . ’ 

U.S. Secretary of Slate Cvrus 
Vance and British Foreign Secre- 

- r tan David Owen made their latest 
.-'"'pica yesterday for the interim gov- 

eminent to accept UN supervision 
of the elections. 

.. -We believe that both sides 
' should lake a first and significant 
step: to accept the principle of UN- 

- supervised elections in Rhodesia 

• ’ and to agree to negotiate the condi- 

tions for holding such elections." 

• Mr. Vance said in Washington. 

• The plan would bring the guerril- 
•la leaders, Joshua Nkomo and Rob- 
ert Mugabe, into the political pro- 
cess. Mr. Nkomo and Mr. Mugabe, 
who have led a six-year guerrilla 
campaign to establish black majori- 
ty rule in Rhodesia, have rejected 

-•the elections, arguing that they will 
produce only limited black rule. 

The elections will end nine dec- 
ades of total white domination. But 
"T^tnder a new Rhodesian constitu- 

. H New York Adds 
Patrolmen to 
^•■Subway System 

T NEW YORK, March IS <AP) — 
Faced with increasing crime in 
New fork's subways. Mayor Ed- 
•ward Koch has announced a series 
of measures to increase security 
underground. 

The measures, including the ad- 
dition of 68 transit officers, free 
rides for police and patrolmen on 
every train during the evening 
hours, were announced after a 
meeting of police, city and transit 
officials. 

The program calls for a uoi- 
.formed officer to ride every subway 
.drain from 6 p.m. until 2 a.m. anil 
‘ for an officer to be on patrol at 
most of the more than 401 subway 
.-stations from 4 p.m. to 2 a.m. The 

- - was put at S7 million for the 

fiscal year ending June 30. 

In announcing the program, the 
mayor said, "The single most im- 
portant job is to provide physical 
..^security and a sense of security to 
,.lhe subway rider. And the only way 
’■'c do it is by seeing a guy in blue 

• "» the platform and on the subway 
jrain." 


lion, ihe white minority will initial- 
ly control the armed forces, the civ- 
il administration and the judiciary 
and will have d ^proportionately 
high representation in the Parlia- 
ment. 

‘‘An all-party conference before 
the elections would be a disastrous 
exercise." Mr. Sithole said of the 
proposed pre-election talks with the 
guerrillas. "Jr would destroy confi- 
dence." 

' Vie told the British and Ameri- 
cans four months ago that we were 
prepared to go to an all- party con- 
ference. hut they did not call’ one." 
Bishop Muznrevva said. Britain and 
i lie United States dropped their at- 
tempt * io initiate all-party talks last 
November when Rhodesia resumed 
air strikes on guerrilla bases m 
neighboring countries. 

Bishop Murowcza is generally re- 
garded as the most influential inter- 
nal leader among Rhodesian 
blacks. Though he and Mr. Sithole 
rejected the U.S.- British plan, a 
third black nationalist leader in the 
bi racial government. Chief Jeremi- 
ah Chimu. said that he welcomed 
the idea of outside supervision. 

"I have always said that it will be 
necessary for peace to have such a 
conference before or after the 
elections." Mr. Chirau said. 

There was no immediate reaction 
from Mr. Smith, who has previous- 
ly expressed doubts that UN-su- 
pervised elections would refleci 
fairly the wishes of Rhodesia's 0.8 
million blacks and 250.000 whiles. 

Amnesty Offer 

In another pre-election move, the 
Rhodesian military command of- 
fered an unconditional general am- 
nesty yesterday to guerrillas. More 
than a million pamphlets offering 
the amnesty are to be dropped this 
week over suspected guerrilla posi- 
tions by transport aircraft that usu- 
ally ferry troops into battle. 

The giial. the military command 
said, is to offer guerrillas a safe re- 
turn to Rhodesia take part in ihe 
elections. Estimates put the number 
of guerrillas operating inside Rho- 
desia at 8.500. while 22.000 are be- 
lieved to be training in neighboring 
black-ruled nations. 

The latest amnesty offer, an- 
nounced by the supreme military 
commander, U. Gen. Peter Walls, 
comes 14 months after a similar but 
conditional offer. The first plan did 
not apply to guerrillas considered 
guilty of war crimes; the latest plan 
does. 

More than 2.000 guerrillas are re- 
ported to have surrendered to au- 
thorities since the first amnesty. 
Many have volunteered as auxilia- 
ries to the security forces, patrol- 
ling tribal reserves and often clash- 
ing with their former comrades. 

A general mobilization that has 
been called for next month to coun- 
ter guerrilla threats to sabotage the 
elections will comprise the biggest 
military force Rhodesia has ever 
fielded’, the military command said- 



Seiji Ozawa, conductor of the Boston Symphony Orchestra stands between Chinese Deputy 
Premier Den*; Xiaoping, left, and Vice Chairman Soong Ching-ling after concert in Peking. 

Boston Symphony Hailed in Peking 


B\ Hurukl C. Schonhcri' 

PEKING. March 18 iNYT) — 
An enthusiastic audience headed 
hv Deng Xiaoping. (Tong Hsiao- 
pingt the deputy premier, 
cheered (he opening concert here 
!a*.t night by the Boston Sympho- 
ny Orchestra, conducted hy Seiji 
Ozaw.i. 

Chinese audiences arc fre- 
quently portrayed as undemon- 
strative. hut the U.S. musicians 
goi a reception they are likely to 
remember, with rhythmic ap- 
plause and demands for encores. 
This contrasted with the more so- 
ber reception given the Philadel- 
phia Orchestra in 1973. Bui. as a 
Chinese intellectual remarked at 
the end of the concert, “different 
audience, different times." 


For the Philadelphia Orchestra 
concerts, the audiences were full 
of party members and military 
men who did not seem especially 
interesied in music. So far. the 
Boston Symphony has attracted 
a different kind of audience. Dig- 
nitaries arc plentiful, but there 
also are enthusiastic young peo- 
ple. including young women with 
bright scarves and even lipstick, 
which was unheard of six years 
ago. There is a more relaxed feel- 
ing now in China; the demon- 
stration after the concert was 
heartfelt and sincere. 

At the intermission, Mr. Deng 
held a reception for Mr. Ozawa. 
Included in Mr. Deng's party 
were the 90-year-old widow of 
Sun Yal Sen. Vice Chairman 
Soong Chi ng- ling; Deputy Pre- 


mier Fang Yi: Foreign Minister 
Huang Hua; Minister of Culture 
Huang Zhen and the United 
Stales ambassador to China. 
Leonard Woodcock. 

Mr. Deng said that, although 
he was not an expert on music, 
he liked ti very much. The con- 
cert. he said, “show s the con tacts 
between our two peoples, and 
such contacts are useful. They 
help to enhance contacts and 
friendship, and so they are very 
happy." 

The concert was given at the 
newly renovated. 2.000- seat Red 
Power Theater. The program in- 
cluded Gershwin's “An Ameri- 
can in Parrs." Wu Cui-Jiang's 
“Lillie Sisters of the Grass 
Plain.'* and the Berlioz “Sympho- 
nic FantaMique." 


Saudi Arabia, Jordan Hostile 

U.S. Appears to Fail 
In Pact- Support Bid 


Peking Warns of Wider War 

Hanoi Calls China Pullout a Lie 


BANGKOK. March IS tUPlj — 
Vietnam accused China today of ly- 
ing about its withdrawal, saving 
that Chinese forces were still in 
Vietnam. 

China again demanded Viet- 
nam's withdrawal from Cambodia 
and said that the war could .spread 
to other Southeast Asian nations. 

The Vietnamese news agency re- 
peated its charge today that Chi- 
nese forces continued' to occupy 
strings of villages in five of six Viet- 
namese border provinces, and that 
they were shelling the sixth from in- 
side China. 

“Chinese reactionaries, profes- 
sional liars, claimed that their with- 
drawal was completed, while they 
still maintain their troops in mauv 
areas on Vietnamese territory." the 
agency said in a dispatch moni- 
tored here. 

“The Peking reactionary clique 
has made itself a direct and danger- 
ous enemy of Vietnam. Laos and 
Cambodia.” 

Vietnamese reports indicated 


8. Africa Scandal Charges Grow 


s 


By John F. Burns 

JOHANNESBURG. March IS 
NYT) — Allegations that South 
:• Africa bribed U.S. politicians wid- 
"»ed today with a newspaper re- 
-'»n suggesting that campaign con- 
ributions to “pro-South Africa” 
andidates may have included a 
^residential contender. 

The Sunday Times of Johannes- 
- Jurg said in a front-page story that 
-he- central figure in the scandal. 
Esehd Rhoodie, bad tape-recorded 
^legations that secret government 
unds had been funneled into the 
»mpajgn coffers of U.S. politi- 
aaiii, “possibly including a presi- 
lenu'al candidate." 
k The newspaper also alleged that 
,. v ‘several pro-South African speech - 
-s delivered by top Western and 
l.-Htird World politicians were in 
,.£ici drafted in pan by Mr. 
••'..(hoodie," the former chief civil 
- S ervant in the Information Minis- 
ry.. It cited indications that one 
“ch speech was delivered by Presi- 
dent Valery Giscard d'Estaing of 
s£e ranee when Mr. Giscard d’Esia- 
i'jtg was finance minister, but gave 
T. further details. 

j . L The paper quoted reliable sourc- 
. _*s for its report but did not name 
:s£! ny U.S. politicians as having been 
of the campaign. Several 
*' ’sets ago. the Star of Johannes- 
urg reported that the campaign 
■■ad attempted to “get close" to the 
amp of Gov. Edmund Brown Jr. 

. If California, but the paper cited 
' ° supporting evidence. 

No Campaign Specified 

lift 1 The Sunday Times report did not 
«;/ pake clear which U.S. presidential 
•f fUnpaign was supposed to have 
= een involved. However, previous 
isdo&ures have established that 
ie covert manipulations of the In- 
tonation Ministry, launched in 
=^3, reached a climax two or three 
sars later, and indicated that ef- 
An$ may have been made to influ- 


ence the 1976 U.S. presidential 
election. 

At least S73 million was spent in 
the campaign, including about S35 
million on a single project, the 
funding of a pro-government news- 
paper in Johannesburg called the 
Citizen. Mr. Rhoodie is said to 
have made more than 40 hours of 
tape recordings detailing the secret 
schemes and to have seized associ- 
ated government documents before 
fleeing South Africa three months 
ago. 

The report in the Sunday Times 
said that Mr. Rhoodie had revived 
negotiations with foreign communi- 
cations media, including NBC-TV 


in the United States, for the sale of 
the secrets. 

The report said that Mr. Rhoodie 
was io discuss the situation by tele- 
phone today with Gen. Hendrik 
van den Betgh. the former chief of 
South Africa's Bureau for State 
Security, who also lost his job as a 
result of ihe scandal. It quoted ihe 
general as saying. “The way 1 fed 
now. I will tei! Eschel to release the 
tapes." 

Mr. Rhoodie has claimed that he 
and Gen. van den Bergh. together 
with the former South African in- 
formation minister. Cornelius 
Mulder, were made scapegoats by a 
government commission that re- 

(Continucd on Pa«c 2. Col. 7) 


U.S. Alleges $ 501.443 Swindle 
By Swiss Couple on Tax Returns 

WASHINGTON. March IS (NYT) — A U.S. grand jury has 
issued 3 30-count mail-fraud indictment against a Zurich couple, 
charging them with fraudulently obtaining more than 5500.000 
from the Internal Revenue Service during an eight-year penod. 

The couple. Arno and Marlise Arndt, allegedly submitted 6* 
U S income-tax returns using false and fictitious names for the 
Years 1470 through 1978. claiming S673 .960 fas lax refunds}. 

' According to the indictment, the defendants received from the 
United States, through the mails, 131 government checks totaling 
S501 44* The indictment, unsealed Thursday by a U.S. magistrate, 
states that neither defendant worked in the United States during 

■•tfffiSrSE.™™- H months ago. hut was hop. m 
on orders of a U.S. magistrate while the U.S. government attempi- 
.ed to have the Arndts extradited. Mr. .Arndt. 39. is a W«t j-'crman 
citizen- Mrs. Arndt. 33. is a Swiss national. The IRS and the U.S. 
Attorney’s Office in Washington are negotiating with the Swiss 
government for the couple's provisional arrest and cxtradi .on. 
g In a related development. Raymond Baiwun. an assistant U.S. 
aitomev in Washington, said that another U.S. grand jury India- 
mentis beun issued by Judge Frederick Lacey m the U.S, Dtsmct 
Court in Newark. NJ- charging Mr. Arndt with recemng an add,- 
tjonal $28,500 from six fraudulent tax return> on behalf *_ f fi e 

JEiSi persons, using a third party to receive the checks from a 
Teaneck. N J.. post office box. 


that ihe Chinese had remained in 
territory claimed by both sides. 

Vietnam said yesterday that it 
was willing to start peace’ talks on 
Friday with China in Hanoi or at 
the frontier. But Nguyen Tien, 
head of the China affairs section of 
the Vietnamese Foreign Ministry, 
said that the talks could begin only 
after withdrawal. 

“From now to the day the nego- 
tiations will open." he told Chinese 
charge d 'affairs Lu Ming in Hanoi, 
“The Chinese side must withdraw- 
al! its troops from Vietnam." Mr. 
Lu promised an answer. Viet- 
namese officials said. 

Reports from Peking today quot- 
ed the People’s Daily as warning 
that both world wars had grown 
out of violations of international 
law similar to Vietnam's invasion 
of Cambodia. 

“The flames of war." the editori- 
al said, “might spread to other 
Southeast Asian countries at any 
time." Peking did not name the 
countries but Vietnam referred to 
Laos. 

“The .situation in Laos is very 
grave now." Hanoi radio reports 
said. 

Laotians Demonstrate 

Radio Vientiane said that more 
than 1 0.00U Laotians demonstrated 
in the capital to back demands 
from Laos. Vietnam and the Soviet 
Union that China end its invasion 
and pull out all troops, including 
road-building crews originally in- 
vited to be there. 

"The Chinese side has mobilized 
its troop** to invade our territory up 
to two kilometers over a 10-kilome- 
ter front." a speaker said at the ral- 
ly yesterday. 

The pro-China Khmer Rouge, in 
a clandestine propaganda broad- 
cast today, claimed that it still was 
fighting in Cjmbodia. 

While nioM observers said that 
the claim was wildly exaggerated, 
the Khmer Rouge said that its 
forces had killed 25.000 Viet- 
namese in slightly more than two- 
months. Thai would be a quarter of 
Vietnam's army in Cambodia. 

(The Associated Press reported 
that Vietnamese radio broadcasts 
claimed that 60,000 Chinese had 
been killed or wounded. Western 
analysts were reluctant to estimate 
the losses on either side but said 

Lufthansa Plans 
Some Fare Cuts 

BADEN-BADEN. West Germa- 
ny March 18 (Reuters) — Lufthan- 
>j. the West German airline, in- 
tends io reduce its transatlantic 
fares io compete with carriers offer- 
ing hargnin fares. Herbert Cul- 
niann. Lufthansa's chairman, said 
today. 

Mr. Culmnnn said that a reduc- 
tion in prices would attract as 
many js u» 10 percent more passen- 
ger- on Lufthansa's transatlantic 
routes. Howes er. he also said that 
there would be an economically 
lean period ahead for the airline. 

“We are now experiencing the 
phenomenon of . . . ever-sinking 
.oerjge profits." he said. 


that the claim appeared to be exag- 
gerated. The analysis added that 
Vietnam appeared "to have suffered 
heavy casualties as well.} 


Russia Blocks UN Peace Bid 

UNITED NATIONS. N.Y., 
March IS (NA’T) — The Soviet Un- 
ion Friday night vetoed a Security 
Council resolution calling for ah 
end to Vietnam's armed interven- 
tion in Cambodia and China's inva- 
sion of Vietnam. 

The Soviet delegate. Oleg Troy- 
anovsky, raised his hand against a 
majority d positive votes, includ- 
ing that of China. He objected to 
the resolution formulated by 
Indonesia. Malaysia. Lhe Philip- 
pines. Singapore and Thailand on 
the ground that it did not condemn 
the Chinese aggression “in a clear- 
rui manner" and that it linked the 
Chinese actions in Vietnam to the 
situation in Cambodia, where he 
said that the Vietnamese had com- 
mitted no wrong. 


AMMAN. Jordan. March 18 
<AP) — U.S. presidential envoy 
Zbigniew Brzczinski left here today 
for Cairo after evidently failing to 
hiuni the opposition of Saudi Ara- 
bia and Jordan, two key Arab 
Mates, to an Egyptian- Israeli peace 
treaty. 

Brief statements by both Arab 
governments reaffirmed support 
for a “comprehensive peace" in the 
Middle East, signaling that they 
will not hack the proposed I»raeli- 
F.gyptian pact which they .see as a 
'cparale settlement. 

In Cairo, meanwhile, the semi-of- 
ficial Egyptian newspaper Al 
-\hram printed what it said was the 
icxt of the treaty, showing there 
won virtually no change from the 
Il-xi published in November, de- 
-.pite months of bitter haggling. 

The Israeli government said the 
text contained errors but did not 
describe them. 

Egypt's government-controlled 
media and government officials 
stepped up a campaign to present 
the document as a victory for the 
Arabs and Palestinians. 

Talks ar Airport 

Mr. Brzezinski heading a delega- 
tion that included President 
Carter’s son. Chip, talked at the 
airport here with King Hussein for 
two hours. The .Americans arrived 
at midday from Riyadh. Saudi Ara- 
bia. where they had met yesterday 
with King Khaled and his foreign 
minister. Prince Saud al-Faisal. 

Mr. Brzezinski spoke briefly be- 
fore going to Cairo, reaffirming 
U.S. friendship with Saudi Arabia 
and Jordan and saying his talks in 
the two countries "focused on a 
movement toward a comprehensive 
peace settlement, on common long- 
term regional interests and on more 
immediate security' threats.” 

He arrived ir 'Cairo tonight to 
brief President Anwar Sadat on his 
talks with the Arab leaders. 

A spokesman for King Hussein 
said that Jordan demands Israeli 
withdrawal from all territories oc- 
cupied since 1967. self-determina- 
tion for Palestinians and a settle- 
ment that includes ail parties to the 
conflict 

The statement said that King 
Hussein considers Israeli expan- 
sionism the most serious threat to 
the Arab world. Mr. Brzezinski's 
reference to security threats appar- 
ently wax aimed at increased Soviet 
interest in the oil-rich Mideast. 

‘Comprehensive Peace’ 

A statement by Prince Saud. 
broadcast by Riyadh radio as Mr. 
Brzezinski was arriving here, re- 
iterated the Saudi stand that the 
Mideast crisis must be solved 
through “a just and comprehensive 
peace that meets the demands of 
the Arabs, the Islamic nation and 
the Palestinian people." 

The two governments agreed to 


continue discussions on peace, his 
statement added. 

A statement by the U.S. delega- 
tion on the talks in Saudi Arabia 
said: “These talks have underlined 
the hope of the U.S. and the king- 
dom of Saudi Arabia for a just and 
comprehensive peace in the Middle 


East which will respect the rights of 
Kith parties." 

Mom Arab nations say they will 
not settle for anything short of an 
independent Palestinian state. 

in documents attached to the 
treaty. Israel and Egypt commit 
(Continued on Page 2. Col. 41 


Palestine Autonomy 
Major Saudi Concern 

Before meeting Zbigniew Brzezinski. President Carter's national security 
adviser. CrouTi Prince FahJ of Saudi Arabia told A maud de Borchgrave, a 
senior editor of Newsweek magazine, that his country did nor plan to cut aid 
to Egypt, as demanded by other Arab states. The Saudi plan, Mr. de Bor- 
chgrave reports, is to end Saudi contributions to multilateral Arab aid to 
Egypt — the so-called Khartoum 
payments agreed to after the 1 96? 
war and the Rabat payments decided 
on after the 1973 war — and to re- 
place them with bilateral assistance. 

The text of the interview with Crown 
Prince Fahd: 


Bv Arnaud dc Borchgrave 

Borchgrave: Although Arab reac- 
tion to the Egyptian- Israeli treaty 
has been almost unanimously nega- 
tive. Saudi Arabia has not pro- 
nounced itself officially. Why not? 

Prince Fahd: We see no useful 
purpose being served with rhetoric. 
We naturally deplore separate initi- 
atives that endanger the stability of 
the region by making the people at 
the center of the whole problem 
more desperate than they already 
are. The Palestinians have been 
waiting 30 years for the restoration 
of their rights. Hundreds of new 
Palestinian babies are being born 
every day in the hovels of refugee 
cauips where their parents them- 
selves were bom. So a separate 
peace treaty between Egypt and 
Israel, if that's what it is, will I 
fear, trigger convulsions in the re- 
gion that will not serve Arab or 
Western interests. 

Borchgrave: But doesn't phase 
two of ine accords offer an oppor- 
tunity for at least the beginning of 
a Palestinian solution? 

Prince Fahd: We would like to 
express our deep thanks and appre- 
ciation for the incessant and enor- 
mous efforts deployed by President 
Caner to secure Israel's withdrawal 
from Egyptian territory. But even 
bigger efforts will now be required 
to secure Israeli withdrawal from 
all occupied territories, including 
Arab Jerusalem. 

There seems to be a lack of 
awareness in America that Israel’s 
policy ever since the 1967 war has 
been one of gradual annexation of 
the West Bank of Jordan. The Is- 
raelis have started three new settle- 
ments there in the last month 
alone. They say there are “only” 



Arrested U.S . Feminist f Terrified ’ 

Tehran to Deport Millett, Companion 


TEHRAN. March 18 (UP1) — 
U.S. feminist Kate Milieu was ar- 
rested and ordered out of Iran to- 
day by the revolutionary govern- 
ment _ which held her 3t the airport 
here to await a plane out of the 
country. 

Miss Milieu was arrested by Ira- 
nian immigration authorities short- 
ly after she checked out of Tehran's 
Intercontinental Hotel this morn- 
ing. She was taken to the immigra- 
tion office, then to the airport, 
friends said. 


Miss Milieu's Canadian compan- 
ion. Sophie Keir of Vancouver, also 
was held at the airport. The friends 
said that she was told she also 
would be expelled. 

The government had threatened 
to expet Miss Milieu after she 
joined Iranian women last week in 
protesting an order by Ayatollah 
Ruhollah Khomeini that they veil 
themselves in public. Contacted at 
the airport by a U.S. television net- 
work. Miss Millett said that she 
was "absolutely terri Red." She add- 



ed. "I came in friendship to help 
my sisters." 

The friends said that Miss Mil- 
leiu and probably Miss Keir. prob- 
ably would be put on a flight out of 
Iran tomorrow morning. 

Miss Millett told the television 
network that she had fought 
against Shah Mohammed Reza 
Pahlavi’s regime, which was over- 
thrown two months ago. “I cannot 
understand why I have been treated 
like this." She said that the police 
took passports, personal papers 
and film belonging to herself and 
her companion and w-ould not let 
her collect her luggage from the 
hold. U.S. activist Ralph Schoen- 
man was deported last week for ac- 
( Continued on Page 2. CoLl) 


Crown Ptince Fahd 


6.000 Jewish settlers there. But the 
figure is now closer to 90.000 . . . 

Jordan has just completed a new 
study of the situation based entire- 
ly on material published in JsraeL 
The Israelis have taken over 27 per- 
cent of West Bank .Arab land, in- 
cluding the extension of Jerusalem. 
The Israeli population in these 
lands is now 13 percent of West 
Bank population, most of them in 
the Jerusalem area. So what can au- 
tonomy for the Palestinians mean 
under these circumstances? Only a 
new cover for continued Israeli 
occupation. So every effort must be 
made during this historic period to 
encourage President Carter's sup- 
port for the Palestinians to estab- 
lish their own homeland. 

Borchgrave: But since Israel 
won’t negotiate with the PLO, and 
West Bank Arabs won't negotiate 
with Israel, and President Sadat 
cannot negotiate on behalf of the 
Palestinians on autonomy, or self- 
rule. where do you see a way out of 
the impasse? 1 have heard that you 
believe the Islamic world as a 
whole could now play a role. Is that 
correct? 

Prince Fahd: There are hundreds 
of millions of Moslems with a vital 
stake in the liberation of our holy 
city of Jerusalem . . . Islam could 
indeed provide a bridge to a solu- 
tion. 

Borchgrave: 1 have also heard in 
Riyadh that a committee of Islamic 
nations could become the valid in- 
terlocutor to test the seriousness, or 
bottom line, of Israeli intentions on 
a Palestinian solution. Is this a pos- 
sibility? 

Prince Fahd: Within the context 
of Israeli withdrawal from the oc- 
cupied territories, the situation re- 
quires imaginative thinking and a 
fresh approach. The alternative is a 
separate peace treaty, continued Is- 
raeli annexation of Pales tinian 
land, upheavals throughout the 
area — and down this road, the 
specter of another war. 

Borchgrave: Some news reports 

(Continued on Page 2, CoL 3) 


Schmidt Party Seen Strong 
In 2 W. German Elections 


AfK0tfed?rau 

Kale Millett. lefL and Sophie Keir await deportation at 
Tehran's airport for their activities on behalf of Iranian women. 


BONN. March 18 (Reuters) — 
Chancellor Helmut Schmidt's So- 
cial Democratic Party today 
appeared to keep it> hold on West 
Berlin and to increase its voice in 
the Rhineland in key elections for 
two regional parliaments. 

Early results, based on computer 

• West Germany's Helmut 
Schmidt is cautiously taking a 
world leadership role. Page 7. 

projections, were seen as confirm- 
ing the satisfaction of a broad sec- 
tion of the electorate with Mr. 
Schmidt’s leftist-liberal coalition. 
The Social Democrats and their lib- 
eral allies, the Free Democrats, 
made unexpected headway in the 
Catholic Rhineland Palatinate, ap- 
parently gaining four more seats in 
the 100-seat parliament, giving 
them a probable 49. 


Although that state remained in 
the hands of the Christian Demo- 
cratic Union, it took barely 50 per- 
cent of the vote, and its parliamen- 
tary majority will be no more iha n 
two seats. 

In West Berlin, despite a record 
of financial scandal, ihe Social 
Democrats maintained their posi- 
tion virtually unchanged; the liber- 
als made gains. Those two parties 
continue to control West Berlin 
More than 4 million voters cast 
ballots. The turnout was said to be 
more than SO percent. 

The big surprise in West Berlin 
was the support given to environ- 
mentalists. com pai going f or the 
first time and .appearing u> come 
close to capturing the 5 percent of 
the vote needed to win seSsin fte 
city s parliament. 

*, ohI ' chairman of the 
(Continued on Page 2, Col, 4) 
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Israel Offers to Open Border 
With Egypt After Pact Is Signed 


By William Claiborne 

JERUSALEM. March 18 (WP) 
— Israel has proposed opening the 
frontier with Egypt almost immedi- 
ately after the signing of the Mid- 
dle East peace treaty, in order to 
allow Egyptian negotiators access 
to Palestinian Arabs in the West 
Bank and the Gaza Strip before 
talks begin on autonomy in the oc- 
cupied territories, it was disclosed 
today. 

Foreign Minister Moshe Dayan, 
in a closed briefing of his senior 
advisers, said that there had been 
no Egyptian reply to the proposal, 


which was made through the Unit- 
ed States. Mr. Dayan said that Isra- 
el was willing to open the border in 
the first month after the signing 
rather than wait nine months until 


Iran to Expel 
U.S. Feminist 


(Continued from Page 1) 

ti vines deemed against Iran's revo- 
lution. 

[The Iranian government today 
circulated a list of persons banned 
from leaving the country, the first 
step toward clearing the way for 
Iranian males to travel abroad 
again. Reuters reported. 

After Tehran’s airport returned 
to normal activity following the 
overthrow of the shah. Iranian 
women, students and persons un- 
der 18 were allowed to travel. But 
adult males, with the exception of 
officials on government missions, 
have been barred for the last five 
weeks from going abroad.] 


Afghanistan Charges 

ISLAMABAD , Pakistan, Match 
18 (Reuters) — Afghanistan today 
accused Iran of sending several 
thousand troops across the border 
in disguise ana of trying to create 
trouble for Lhe pro- Soviet govern- 
ment in Kabul. 

The accusations on Afghan 
radio, monitored here, followed un- 
confirmed reports of heavy fighting 
in Herat province, which borders 
Iran. The radio said that Iran, un- 
der the pretense of expelling Af- 
ghan workers, had sent 7,000 sol- 
diers into Afg hanistan Iasi month. 
About 4,000, dressed in the local 
costume, managed to settle in 
Herat with the help of the Iranian 
Consulate, it said. 

The people of Herat will not al- 
low foreign aggression, the radio 
said. It asked Afghans to pledge 
their solidarity and inflict “deadly 
blows" against aggressors ana 
looters. The radio accused reaction- 
ary leaders in Iran of religious fa- 
naticism and of trying to create ob- 
stacles for the Afghan revolution. 


rather than wait nine months untu 
the first phase of the Israeli with- 
drawal from the Sinai Peninsula is 
completed as provided in the trea- 

" If Egypt accepts the proposal, it 
will mean that, for the first time in 
its 30-year existence. Israel will 
have an open frontier with its larg- 
est Arab neighbor. 

In his briefing of Foreign Minis- 
try advisers. Mr. Dayan said that 
itie idea of advancing the normal- 
ization of the Egyptian-Israeli bor- 
der evolved from the technical 
question of how Egyptian negotia- 
tors would gain access to Israel to 
meet with Palestinians before the 
talks begin. 

When asked whether Israel was 
seeking an early frontier opening 
for all Egyptians, or just for a few 
negotiators, a Foreign Ministry 
spokesman said, “We ve asked to 
normalize it (the border) for all, but 
the Egyptians may want to limit it 
to just the delegates.” 

Egyptian Resistance 

Throughout the peace talks, 
Egypt has resisted Israeli attempts 
to speed up the normalization of re- 
lations between the two countries 
without tradeoff guarantees of a so- 
lution to the Palestinian question, 
and Israeli officials are cautious in 
their estimate of whether the latest 
suggestion will be accepted. 

Mr. Dayan also disclosed that, 
with the West Bank-Gaza autono- 
my negotiations approaching, there 
had been no discussions of the me- 


chanics of the talks. Numerous 
questions, some with enormous po- 
litical implications, not ooiy remain 
unresolved but have not been 
raised in the talks among Israel, 
Egypt and the United States. Mr. 
Dayan said. 

They include issues as apparently 
fundamental as the status of the 


United Nations during the phased 
nine-month Israeli withdrawal 


nine-month Israeli withdrawal 
from the Sinai, what role the Unit- 
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ed Slates will play in bringing rep- 
resentatives of Jordan and West 
Bank-Gaza residents to the negoti- 
ating table, where the talks will be 
held, whether there will be separate 
Gaza Strip delegates, and how Isra- 
el will be compensated for the Gulf 
of Suez oil pumped by Egypt dur- 


ing the Sinai pullback. 
With these and other 


With these and other major issues 
vet to be placed on an agenda, the 
Middle East peace process contin- 
ued today at a dizzying pace, with 
many of the various political fac- 
tions of the Knesset Holding meet- 
ings to adopt positions on the trea- 
ty. most of them favorable, in an- 
ticipation of a vote this week. 

Cabinet Meeting 

The Cabinet will meet tomorrow 
to give formal approval to the trea- 
ty provisions that it endorsed piece- 
meal during and immediately after 
President Carter’s six-day shuttle to 
Cairo and Jerusalem. 

The Knesset is expected to begin 
debating the treaty Tuesday and to 
finish late Wednesday, although 
the vote could be put off until 
Thursday because of many mem- 
bers’ dissatisfaction with the 20- 
hour limit imposed by the prime 
minister. 

If the treaty is approved, as 
expected. Mr. Begin and possibly 
as many as eight members of his 
Cabinet will fly to Washington next 
week in an Israeli Air Force plane 
for a signing ceremony in the while 
House. The date has not been seL 
partly because Mr. Begin is not 
anxious to give the appearance of 
presenting the 120 Knesset mem- 
bers with a faiL accompli. 

Government sources said today 
that Mr. Begin still would like to 
have the treaty signed in the capi- 
tals of the United States. Egypt and 
Israel, and that, despite Mr. Sadat's 
insistence that the signing be done 
only in Washington, the question is 
open. But a Foreign Ministry offi- 
cial. conceding that there is no legal 
requirement for a signing in the 
three cities, said that the dispute 
was “not a major obstacle.” He 
said that the matter would be re- 
solved “in a few davs.” 



U.S. Sources Report 

Russia Said to Conduct 
War Games Near China 
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By Richard Burt 

WASHINGTON, March 18 that 80 
fNYT) — Administration inielll- the overs 
peace analysts said Friday that the forces o 
Soviet Union was conducting large- l( J 

scale military maneuvers near its ties in tt 
southern border with China. forces a] 

One analyst said that the exerris- ^ a 
es seemed to resemble past D f ^ 
maneuvers in many ways but that Meam 
they also appeared to have some as- reporte d 
pects that were not routine. Never- 
theless. other officials said that (h . Med 
they doubted that die Soviet forces trave ijnH 
were preparing to take military ac- - Jj 
non against China in the wake of : n 
Lhe Chinese invasion of Vietnam, a 


that 80 percent of the increase id 
the overall size of Moscow's armed 
forces over the last decade had 
gone to strengthen Soviet capabili- 
ties in the Far East. Although Chi- 
nese troops outnumber Soviet 
forces along the border, Moscow 
has a significant advantage in qual- 
ity of weapons. 

Meanwhile. Pentagon officials 
reported on Friday that the Soviet 
aircraft carrier Minsk, which left 
the Mediterranean this week, was 


traveling through the South Atlan- 
tic toward the Cape of Good Hood 


Soviet ally. These officials suggest- 
ed that Russia might be trying to 
remind China of the Soviet military 
strength along their long common 
border. . 


Umsd Press Hamoimnd 


FIRST STRINGERS — A group of 2,840 Japanese children play, presumably in harmony, 
during graduation ceremony from a music school in a national conceit in Tokyo yesterday. 


Israel Gives U.S. Military Shopping List 


By John M. Goshko 
and Dan Morgan 


WASHINGTON. March 


Brown told reporters that peace 
“will not be inexpensive.” 

[Egypt and Israel today dis- 
cussed accelerating the pace of (be 
Israeli withdrawal from the Sinai as 


earners, naval guns and a variety of 


The intelligence analysts declin- 
ed to estimate the size of the 
maneuvers or to say precisely 
where along the Soviet-Chinese 
border they were being held. They 
described the exercises as among 
the largest in several years and said 
only that they were going on near 
Mongolia. 

Defense Department spokesmen, 
who normally provide general in- 
formation on Soviet military move- 


air-to-air and ground-to-air tactical merits, refused to comment on the 


missiles. 

These short-term requests, the 


Soviet exercise. 

The CIA recently estimated that 


(WP) — Israeli Defense Minister a goodwill gesture after a peace 
Ezer Weizman has given the Carter treaty is signed, the Associated 

...j i:_. . . _ -j 


official added, are part of a larger. 650.000 Soviet troops are stationed 
long-range list of defense require- at or near the Chinese border and 


tic toward the Cape of Good Hopei 
in Africa. 

Frequent Sightings 

Naval analysts speculated that 
the carrier might go to the Aiiabtatf 
Sea, where the U.S. carrier Constel- 
lation is headed, before moving 
into the Pacific. As a result of fight-. 
Lng between Yemen and Southern 
Yemen, the United States and the' 
Soviet Union have increased their 
□aval presence in the area, and 
sigh ting s between Soviet and U.S.. 
warships are said to have become 
more frequent in recent days. 

Naval aides also confirmed that 
U.S. reconnaissance satellites re-‘ 
cently spotted a large ship under 
construction in the Soviet Uni era 
and said that it could prove to be 
Moscow's first nuclear-powered- 
aircraft carrier. According to the 
aides, the ship is being bum at Sev- 
erodvinsk on the White Sea. 


administration a list of “high-prior- Press reported. Mr. Weizman said 
ity” arms requests, including the ihat the two sides were talking 
expedited delivery of F-16 fighter- about an early return of El Arish. 


bombers, that Israel hopes to ob- {he principal city of the Sinai, to 
tain as part of its peace settlement Egyptian control.} 


with Egypt. 

Mr. weizman met with Defense 


Secretary Harold Brown Friday to 


Shopping List 

Although Mr. Brown did not 


discuss President Carter's pledge of elaborate, a Pentagon official said 
additional U.S. security assistance that the shopping list brought by 


to Israel and Egypt after their Mr. Weizman included requests “to 
peace treaty goes into effect After be met within a short time” for the 


bearing what Israel wanted, Mr. F-I6s, tanks, armored personnel 


LONDON. March 18 (AP) — 
Foreign Secretary David Owen 
flew to New York today for talks at 
the United Nations on South-West 
Africa (Namibia). 

Before leaving, he said that if the 
there is no broad agreement on the 
future of the South African-admin- 
istered territory, its chances of a 
peaceful transition to independence 
“will be greatly damaged.” 


Refigioos Party Threat 

JERUSALEM. March 18 (NYT) 
— On the eve of a Cabinet meeting 
to approve the Israeli-Egyptian 
peace treaty, a conservative relig- 
ious party has sparked an uproar 
by publicly threatening to resign 
from the government unless Mr. 
Begin accepts its demands to insure 
that the occupied West Bank and 
Gaza Strip will remain firmly un- 
der Israeli control. 

The threat by the National Relig- 
ious Party conceivably could topple 
the government and endanger the 
peace treaty. But government 
spokesmen and other politicians in- 
sist that the incident is just another 
of the domestic political flare-ups 
that have characterized the long 


U.S. Appears to Fail in Bid 
To Win Key Arab Support 


men is that Mr. Weizman gave Mr. 
Brown. The official said that Mr. 
Weizman described his presenta- 
tion as a revised version of a 10- 
year defense plan that Israel re- 
vealed to the United States in 1977. 

For its immediate goals. Israel 
appears to be especially interested 
in getting quick delivery of the F- 
16s. which a is scheduled to begin 
receiving in ihesprmgof 1981. 

Under the terms of the three-way 
deal worked out by the administra- 
tion last year to sell planes to Isra- 
el. Egypt' and Saudi Arabia. Israel 
is scheduled to get 75 or the sophis- 
ticated. long-range F-!6s. In addi- 
tion. the administration is known 
to have promised privately that Is- 
rael will later be able to get another 
75 F-I6s. 




Possible S. African Role 
Seen in ’76 U.S. Election 




(Continued from Page 1) known and legal experts here have 

, . . .■ . grave doubts that extradition pro- 

Sedings against him could succeed. 


scandal' last December. Thecom- bTfo^diJ 
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mission gave Jew detatis of the se- ^ few ^ which south- 


cret themes, btit laid blame for the X7ri~h££SStion 
scandal primarily on the three men. ~ 


absolving other senior officials. 
Vorster Assent Alleged 
In interviews abroad with South 


However. Mr. Botha has in-; 
creased pressures on Mr. Rhoodie 
by moving to halt a deal between 
the former civil servant and Gen. 


African newspapers, Mr. Rhoodie van den Bergh that would have 
has claimed that former Prime kept the secrets locked in European’ 


negotiating process. 

The National Religious Party re- 
portedly made its demands when 
its leaders met today with Mr. Be- 
gin at his borne. He is recuperating 
from a bout of influenza that 
forced postponement of the crucial 
Cabinet vote on the treaty until 
tomorrow. 

After the meeting, the religious 
party leader. Yosef Burg, who is 
minister of the interior, said that 
“there is a possibility” that his par- 


(Coo tinned from Page 1) 
themselves to open negotiations 
within a month of Lhe treaty sign- 
ing on establishing self-rule, but 
not an independent state, for the 
Palestinians in the Israeli-occupied 
West Bank of the Jordan River and 
the Gaza Strip. 

Target Date Set 

The documents set a target date 
of one year for completion of those 
negotiations, with elections to fol- 
low. 

The treaty, as published in A1 
Ahrarn. reaffirms the two countries’ 
commitment to the Camp David 
agreements, which call for eventual 
withdrawal of Israeli military into 
specified positions in the Palestini- 
an-populated territories. The treaty 
itself does not specifically mention 
the Palestinian issue. 

Mr. Brzezinski had sought to 
mute Saudi and Jordanian criticism 


“clear and frank,” the diplomatic 
phrase generally indicating disa- 
greement. 

The talks were conducted in the 
“same frankness that constantly 
prevails in the relations between 
the two states, because Saudi Ara- 
bia and the U.S. are two friendly 
countries with common interests. ’ 
Prince Saud’s statement said. It 
added that his government “wel- 
comed the United States interest 
for peace and security in the Mid- 
dle East- 

Many Arab states are angered by 
the imminent Egypt-Israel settle- 
ment. Syria hinted yesterday at war 
if a treaty is signed. Iraqi Vice Pre? 
idem Saddam Hussein today called 
President Sadat “a traitor men tally 
unfit to rule,” and demanded that 
he resign as Egyptian president. 

Mr. Brzezinski arrived in Am- 


Quick Ddhery 

Friday, however. Mr. Weizman is 
understood to have argued for 
quicker delivery of at least some of 
tne 75 planes. There has been spec- 
ulation that some of the 55 F-16s 
contracted for by Iran and canceled 
by the new government there might 
be diverted to Israel. 

The Air Force’s F-16 belongs to 
the new generation of advanced 
U.S. jet aircraft. The Air Force 
received the first operational mod- 
els in January, at the same time as 
the four nations in the North Al- 


Minisier John Vorster, now presi- 
dent, gave personal approval is 
1974 to a manipulation campaign 
in which no “rules or regulations" 
would apply. Mr. Rhoodie said that 
he had insisted that Mr. Vorster 
give him (he authority to make 
bribes, and that Mr. Vorster had 
agreed. 

Mr. Rhoodie also has claimed 
that the entire Cabinet, including 
Mr. Vorster's successor. Prime 


bank vaults. 

Two weeks ago, Gen. van dec 
Bergh met Mr. Rhoodie near Paris 
and reported that Mr. Rhoodie — 
in return for a job from a business- 
man who accompanied the general, 
to Europe, Josias van Zy) — had 
agreed not to sell the secrets. But. 
shortly after the general and the- 
businessman returned from Paris, 
Mr. Botha ordered the police to 
seize their passports, a step that the 


Minister Pieter Botha, knew of the general said would block the cotn- 
Citizen project before the 1977 pietion of the deal. 


lanric Treaty Organization that also 
are buyers. Israel would be the first 


are buyers. Israel would be tne tirst 
non-NATO coumrv to receive the 


plane. 

Pentagon experts say that the air- 
craft. although cheaper than other 
advanced fighters, is highly 


election, and that various other 
ministers, including Finance Minis- 
ter Owen Norwood and Justice 
Minister James Kruger, knew of 
and approved other secret schemes. 
AU the ministers involved, included 
Mr. Botha, have denied the allega- 
tions. 

On Friday, Mr. Botha, under 
mounting pressure from opposition 


mute Saudi and Jordanian cmicism f” a, V us i a ^ a y a f ter , Ya5 s e r Arafat, 
of the treaty, to persuade King head of the Paiesune Liberation 
Hussein to join in the Egypt-Israel Organization, met with king 
negotiations on the West Bank and Hussein here. At that meeting, both 
- leaders called for the implementa- 


maneuverable and is equal or supe- P aru “ “ 1 Par]! 3 ™™ 1 - announced 
rior to any Soviet warplanes in the “V 1 * Mr. Rhoodie had been charged 


ly would walk out of the govern- 
ment unless it received satisfaction 


ment unless it received satisfaction 
on the issue of continued Israeli 
control over the West Bank and 
Gaza Strip. 


Gaza — as called for in the Camp 
David agreements — and to dis- 
suade the Saudis from using their 
considerable economic power to 
punish the Egyptians for signing 
the treaty. 

Prince Saud said the Saudi lead- 
ers.' talks with Mr. Brzezinski were 


leaaera called lor tne implementa- 
tion of the Baghdad Arab summit 


resolutions against Mr. SadaL 

How far those resolutions go is 
not clear, because they were formed 
in secret. Bui Jordanian officials 
have said “the Arabs do not want 
to hurl the Egyptian people ” 


Middle East. It can deliver missiles 
over a range of 500 miles, enough 
to reach most targets in Syria or 
Jordan. 

Mr. Weizman and Mr. Brown 
Friday began discussing the thorny 
issue of U.S. financial aid to cover 
part of the cost of withdrawing Is- 
raeli armed forces from the Sinai 
Peninsula under the terms of the 
peace treaty. 


with fraud and theft in connection 
with allegations that he used secret 
funds to finance personl real-estate 
deals. It was this step, coupled with 
a warrant for his arrest, that appar- 
ently persuaded Mr. Rhoodie to re- 
view his earlier decision no! to sell 
the tapes and documents. 

Mr. Rhoodie apparently is safe 
from the South African authorities 
because his whereabouts are un- 


Prince Fahd Sees Palestinian Autonomy as Major Problem in Pact 


(Continued from Page 1) 
have indicated that Saudi Arabia 
will now join an Arab economic 
boycott of Egypt, cutting off its 
support, both economic and diplo- 
matic. Is this a possibility? 

Prince Fahd: No such statement 
has been made by this government. 

Borchgrave: But is your contin- 
ued support for Egypt now con- 
tingent on a peace treaty being 
firmly linked to a Palestinian solu- 
tion and further Israeli withdrawal? 

Prince Fahd: The Saudi govern- 
ment’s relationship with Egypt 
does not hinge upon a single link- 
age. We have proven this in the 
past. We are deeply concerned 
about the welfare of ail Arab coun- 
tries. 

Borchgrave: There has been 
much talk since the downfall of 
Shah Mohammed Reza Pahlavi of 
Saudi Arabia’s edging toward a po- 


signs of outsiders in the area. If Lhe 
Western powers continue to sell us 


the tools and the hardware, we can 
do the job ourselves. 

Borchgrave: Am I then correct in 
assuming that you arc against any 
direct U.S. military presence in the 
area? 

Prince Fahd: Saudi Arabia is 
against any foreign military pres- 
ence in our region. The common 
objective is the stability and territo- 
rial integrity of the Arab nations. 
And lhe most effective wav io 


achieve this is by getting Israel to 
withdraw from the occupied Arab 
lands, return Arab Jerusalem and 
recognize the Palestinian people’s 
rights to self-determination and 
statehood. 

Borchgrave: Even before Mr. 
Carter's recent trip, there were indi- 
cations of strains in the Saudi-U.S. 
relationship, witness the cancella- 
tion of your scheduled visit to 
Washington this week and Saudi 
ambivalence toward the Camp Da- 
vid initiatives. Are you reassessing 


your relations with the United 
States? 

Prince Fabd: These are turbulent 
limes, and Saudi Arabia. like the 
United Stales, must respond to re- 
gional and global changes in terms 
of its own national interest. But 
this docs not necessarily involve 
anything as strong as a “reasess- 
ment.” A special relationship, 
which our two countries enjoy, is 
certain to involve “special differ- 
ences."’ 

BnrcbfiRivc; Wax Mr. Carter's re- 


Opponents of the government 
have watched in fascination as 
Gen. van den Bergh. once head of 
the country’s powerful network of 
secret agents, has suffered some of 
the harassment familiar to blacks' 
and others who work against the 
government In addition to the 
seizure of his passport in a. mid- 
night police raid, the former securi-' 
ty chief has been forced to resort to 
various efforts to frustrate attempts 
to tap his telephone. 

Meanwhile, the South African, 
government has moved 'beyond* 
threats to tighten its controls on the' 
press and introduced a bill in Paf-» 
li ament that could have the effect] 
of stifling much of the reporting fo 
opposition newspapers on the .ary 
livities of the police. The bill, pub-' 
lished yesterday, followed bitter' 
disputes between the government; 
and opposition English-language 
newspapers over the newspapers - 
role in uncovering the Infonaatfep! 
Ministry scandal. • • -Sv:.; 
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cent shuttle diplomacy one of those Ministry scandal. S 

special differences? m 

Prince Fahd: While we do not f / /Wlf/njr 

have all the details of the agree- *-* WMS *« -IXWOTIg- 
ments. we can state unequivocally . j yt n f 

that Saudi policy has not changed LrTPCLt, rY CUM, TOT 
since Mr. Carter became president. * 

The bottom line has always been nTir7/7rn tr 

the same: Any peace treaty 'must be -OriCIWk 




Schmidt Party Seen Strong in 2 Elections 


(Continued from Pace I) 

Christian Democrats, said that de- 
spite fosses in the Rhine/and. his 
party remained the biggest there 
and in West Berlin. Although the 


sition equidistant from the two, Christian Democratic Union had 
superpowers. Are you planning to not gained an overall majority in 
establish diplomatic relations with West Berlin, is had increased its 


the Soviet Union? 

Prince Fabd: While we have ide- 
ological differences with the Soviet 


vote, he said. 


Union, this does not mean we 
should ignore the importance of 
Soviet rule in global politics. But 


Finns Urscd to Vote 


your question is premature. 

Borchgrave: How do you think 
the Iranian revolution affected 
your regional security? 

Prince Fahd: Power vacuums, es- 
pecially in the world’s most strate- 
gic area, are always dangerous. Per- 
ceptions of power arc crucial when 
it comes to conditioning minds and 
affecting the decision-making pro- 
cess in any country. But this is not 
IP sjv that these perceptions can be 
corrected by the sudden dispatch of 
a squadron of planes to this or that 
country or of an aircraft carrier 
task force to this or that sea. 

Borchgrave: Do you still regard 
the United Stales' as a credible 
countervailing power after recent 
events in the Horn of Africa. 
Afghanistan. Iran and Southern 
Yemen? 

Prince Fahd: The Arabs have 
learned that they will have to rely 
on themselves and their own soli- 
darity to thuarr the strategic de- 


HELS1NK1. March 18 (Reuters) 
— Finland’s Social Democrats were 
warned to vote in general elections 
todav and tomorrow or face losses 


Janata Party Leader 


Is Said to Improve 

NEW DELHI. March IS 
(Reuters) — Pacifist Jayaprakash 
Naravan. who helped bring the 
Janata Parts to power two years 


ago. improved slightly today after 
falling critically in East night, doc- 
tors said. 

They said that Mr. Naravan. 76. 
suffered severe abdominal pain and 
recta! bleeding. But he had blood 
transfusions and his condition 
improved. Mr. Naravan has a kid- 
ney disorder dating from his im- 
prison men l after former Prime 
Minister Indira Gandhi imposed 
emergency rule in 1975. He helped 
lead the campaign that defeated 
Mrs. Gandhi and ner Congress Par- 
IV. 


in the 2U0-seai Eduskuntu (parlia- 
ment). 

The call was made as a last-min- 
ute opinion poll forecast heavy 
losses For the left-wing parties of 
the ruling center-left coalition gov- 
ernment. The poll in the Conserva- 
tive-aligned Uusi Suomi newspaper 
indicaied that the Social Demo- 
crats and Communists will lose 
three seats each while the opposi- 
tion Conservatives would win 10. 
This would put the Conservatives 
ahead of the Center and Commu- 
nist (xirtics into a close second 
place behind the Social Democrats. 

It would not threaten the exis- 
tence of the ruling coalition of So- 
cial Democrats. Centrists. Commu- 
nists and Liberals who hold 134 of 
the 200 scats in parliament. But it 
would give the Conservatives great- 
er leverage to assemble the minori- 
ty needed tno block money hills 
and constitutional amendments. 

It would also encourage the Cen- 
trists and Liberals to press their 
policy r»r shifting from direct to 
consumer-goods taxation, a peiicv 

which the Social Democrats have 
shown signs of acceding to. 


Although the poll has no decisive 
impact on national politics . — at 
stake were departmental councils 
which deal with local administra- 
tive issues — Communist Party 
leader Georges Marchais called for 


comprehensive — the withdrawal 
from illegally held territory and a 
solution to the Palestinian ques- 
tion. Anything short of such a trea- 
ty will dangerously destabilize the 
entire area. 

Borchgrave: Many in the United 
Stales interpreted Saudi Arabia’s 
presence at last November’s Bagh- 
dad summit a> a departure from 
the Saudi policy of moderation. 

Prince Fabd: Naturally enough. 
Americans tend to see the actions 
of other nations as always being 
motivated by. and in terms of. U.S. 
policy. Thus, terms like “moderate” 


voters to show discontent with the and ’ “rejectionist” usually 


economic policy of Prime Minister 
Raymond Bum:. 

The opposition traditionally does 
well in departmental elections. The 
Communists and the Socialists 
were expected to make some gains. 


more to a nation’s altitude toward 
the United States than [toj a given 
nation's moderate or racial stance 
toward developing situations. 
There is no need for the United 
State to respond so egocentrically 


HONG KONG, March U* I 
(Reuters) — Bricks from Chiral 
Great Wall are being stolen bjfpe&v 
pie to build houses, according .49) 
the Peking People's Daily. -VW * 
The newspaper, quoted ;by \ftte . 
Chinese news agency, called for ' 
protection of China’s antiqUHifi* 
and also cited damage to exo^ 
gardens in eastern Quna. ' 

only 7 of 1 1 ancient garden$' 1 *Tlb:i 
their pavilions and pagodas're--' 
mained intact. J 

The paper suggested the tonot'- 
lion of a special unit to take charge ; 
of maintenance and preservation of 
national antiquities. “The Great 
Wall. . .and other ancient struc- 
tures must be preserved," the paper 
said. 




3 Die in U.K. Gas Blast 


The main issue in the low-key cam- io every movement. The Arab na'- 


pjign has been unemployment, 
which stands at about 1 .3 million. 


tioas in the Middle Fust region 
have many common concerns and 
objectives and. at limes, we must 
respond in unison. 


81 ETA Members respond in unison. 

Arrested in Spain WEATHE 


LONDON. March 18 (API - 
Three miners were killed and eight 
»cre burned today in a methane 
gas explosion at Golbome Colliery 
near Wigan in Lancashire, the Na- 
tional Coal Board said. 


Heavy Balloting in France 

PARIS. March 18 (Reuters) — 
Voters turned out in what appeared 
to approach record numbers for lo- 
cal government elections today. By 
midday, the turnout seemed to ap- 
proach the figure for 1976. when 
there was a postwar record of 68 
percent. 


MADRID. March 18 (AP) — Po- 
lice said yesterday that they had ar- 
rested 8i members of the Basque 
separatist organization ETA. in- 
cluding IS commandos, in northern 
Spain last month. 

They said that ihey learned from 
those detained that thev had been 
planning 13 assassinations and a 
kidnapping. They said that the 
commandos kad killed three per- 
sons. attempted to kill seven more, 
had caused several explosions and 
had stolen cars, weapons and 
ammunition. 

Police said that they seized more 
than 200 kilograms (440 pounds) of 
dynamite, four machine guns, sev- 
en pistols and four nlles during the 
arrests. 
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To Avoid Overdraft 

Banker Reportedly Stalled 
Checks for Carter Business 
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77i/.v ts hast'd nn reporting 

l n ■ Jeff Oenh and Nicholas M. Hur- 
rock and was written fo- Mr. Genh. 

ATLANTA. March IS (NYT) — 
The official of the National Bank 
of Georgia who was responsible for 
handling the multiirullion-doliar 
peanut loans to President Carter's 
family business kepi a private 
ledger on the loans' performance 
that varied at times from the bank's 
official records, according to bank, 
and govern men L officials. 

Under pressure from Bert Lance, 
the former president of the Georgia 
bank, the same officer. Robert 
Flvnl. kept checks from the Carter 
warehouse in his desk drawer to de- 
lay cashing them and thus avoid 
overdrawing the Carter account at 
the bank, [he sources said. 

The FBI is investigating whether 
the existence of this private ledger 
meant that information in official 
bank records — the records re- 
viewed by federal bank examiners 
— was not correct. 

Though there is no federal law 
prohibiting a bank officer from 
keeping private records of banking 
transactions, it is illegal to willfully 
enter false information on bank re- 
cords to mislead federal examiners. 

Mr. Flynt. who left the bank as a 
vice president last year and lives in 
Jacksonville, Fla., has refused re- 
peated requests for an interview. 

According to National Bank of 

Physicist Backs 
U.S* Magazine on 
H-Bomb Article 

MILWAUKEE. March 18 (NYT» 
— A staff physicist at the Argon ne 
National Laboratory in Illinois has 
challenged, in an affidavit filed last 
week in U.S. District Court here, 
the Department of Justice’s conten- 
tion that an article written for Pro- 

K ve magazine on the hydrogen 
* contained information that 
was not in the public domain. 

In the affidavit, the physicist, 
Theodore Postol. a graduate of the 
Massachusetts Institute or Technol- 
ogy who has worked at the labora- 
tory since 1975. said he bad been 
asked in February by the magazine 
to review the article for technical 
accuracy. 

“It is my opinion that the article 
by Howard Morland contains no 
information or ideas that are not 
already common knowledge among 
the informed, including persons 
who do not have access to classified 
material,” he wrote. 

Mr. Postol was one of several sci- 
entists who filed affidavits on be- 
half of the magazine. However, he 
was the only one of the group who 
had read the Morland article. 

Mr. Postol said. “The article con- 
tains no ideas or information which 
could not be readily concluded ot 
obtained by any competent physi- 
cist after seeing the design prepared 
by Dr. Edward Teller for his article 
in the Encyclopedia Americana 
(VoL XIV, pg. 655.)*’ 


Gwu-gja official* who asked nut to 
be named. Mr. Flvnt kepi in his 
desk drawer a private record or the 
carier warehouse's short-term bor- 
rowings against its peanut invento- 
ry. V.uh this ledger, ihev said, was 
J group or checks, bound bv a rub- 
ber hand, that he had held because 
me f-aner warehouse account had 
insufficient funds to cover the 
checks. 

An initial report by the FBI to 
P c Partment of JuMice said that 
the bank's handling of the Carter 
loans indicated that there had been 
technical" violations of the federal 
banking laws, government sources 
said. 

Though Mr. Flynt regularly 

? ioke on the telephone with Billy 
artcr. the president’s brother, in 
the loan years 1975. 1976 and 1977. 
and the pair met in Atlanta on sev- 
eral occasions to discuss loans, the 
FBI has no evidence that Billy 
Carter and Mr. Flynt manipulated 
any bank, records. 

The Justice Department is ex- 
pected to decide next week whether 
to appoint a special prosecutor to 
conduct an independent inquirv 
into the handling of the Carter 
loons. The continuing FBI investi- 
gation grew out of a lb-month fed- 
eral grand-jury inquiry into Mr. 
Lance's practices as chief executive 
officer of the National Bank of 
Georgia and of the Calhoun (Gu.f 
First National Bank. Mr. Lance is 
die former director of the U S. Off- 
ice of Management and Budget. 

There have beer, no formal pub- 
lic allegations of criminal actions 
involving the 56.5 million in loans 
front Lhe NauonaJ Bank of Georgia 
to President Carter's family busi- 
ness. Federal Jgents and an Atlanta 
grand jury appear to be concentrat- 
ing on whether any of the money 
was diverted secretly to Mr. 
Carter’s 1976 presidential cam- 
paign. which has hten denied by 
Charles Kirbo. the trustee of the 
president’s 63-percent share of the 
familv business. 



ON OUTSIDE — Frank McNulty, right, receives congratulations from man in leprechaun 
outfit after he was freed from jail in San Francisco. McNulty spent 49 months in jail for 
refusing to pay taxes on bis 5128,410 Irish Sweepstakes winnings to the U.S. government. 


Broad Review of Problems Planned 

Carter Calls Aides to Energy Talks 


In Case of Severe Shortage 


U.S. Sets Up Pumps to Retrieve Stored Oil 


Sudan Threatens 
To Resign From 
The Arab League 

BEIRUT. March IS (AP) — Su- 
danese President Gaafar Nimeiri 
said in an interview published yes- 
terday that his country will resign 
from the Arab League unless a pan- 
Arab strategy is adopted to prevent 
Soviet-backed invasions in the 
Middle East and East Africa. 

In the interview by the Paris- 
based independent Arabic- lan- 
guage magazine A1 Mostakbal, 
Maj. Gen. Nimeiri accused the So- 
viet Union of encouraging Ethiopia 
to attack Sudan. 

“But we are ready to take on So- 
viet and Cuban-backed Ethiopia.” 
Mr. Nimeiri said. The Sudanese 
leader claimed that Ethiopia had 
North Korean pilots in its airforce, 
as well as Soviet generals and Cu- 
ban troops with its army. 


By Richard H.tlloran 

WASHINGTON. March 18 
iNYTt — The Department of Ener- 
gy has announced that it has begun 
installing temporary pumps to re- 
trieve crude oil from the much criti- 
cized and lagging strategic petrole- 
um reserve. 

Until now. the department has 
had no way to recover the 8U mil- 
lion barrels of oil it has pumped so 
far into salt domes in Louisiana 
and Texas. 

The department said Friday that 
it does not intend now to dip into 
the reserve, but that it wanted to be 
ready to help alleviate a severe 
shortage of oil. 

The temporary system would put 
only a relatively rinall amount of 
oil into the market. Bui the an- 
nouncement appeared to under- 
score the department’s increasing 
effort to inject a sense of urgency 
into the current situation. 

$1.1 -Million Installation 

The temporary system being in- 
stalled at West HaLkberry. La., at 
an estimated cost of SI .1 million, 
will be able to pump out 125.000 
barrels of oil a day. the department 
said. It is scheduled to be opera- 
tional in June. 

If such a per-diem rate can be 
maintained, it would cover about a 
fourth of the 500,000 barrel-a-day 
shortage that the department says 

Italian City Installs 
Boards for Graffiti 

IMPERIA, Italy, March 18 (AP) 
— In an attempt to keep walls 
clean, municipal authorities here 
have installed blank panels in the 
streets for anyone to write any- 
thing. 

The first panels were installed 
Friday, nailed to the walls at an av- 
erage height. 



What's good for the market 
can’t be bad for banks. 


/ 


“In general, if any branch of trade be advan- 
tageous to the public, the freer and more 
general the competition, it will always be the 
more so", realized Adam Smith - the father 
of Political Economy - way back in 1776 in 
his book "The Wealth of Nations". 

Wc believe that competition among banks 
is good for the economy. That's why wc strive 
to provide better service and good rales 
domestically as well as internationally. 

This policy has served our customers well 
and had a positive impact on our growth as 
well. BfG’s 1978 performance fully documents 
the success of our formula. 

Assisting BfG: Bank fur Gemeinwirtschaft 
to achieve these results were the bank's ser- 
vices. that were always in tune with market 
conditions, always at competitive terms, and 
its in-depth financial advice to its corporate 
customers. 

75 of West Germany’s 100 largest cor- 
porations have recognized these advantages 

of doing business with us. 

BfG! 


After all, competition stimulates business - 
not only on the market place. 


Financial Headlines: 

(in billion DM) 

1977 

1978 s ) 

Total Assets: 

29-95 

55.20 

Total Deposits: 

27.60 


Loans Outstanding: 

24.59 

27.47 

Capital and Reserves: 

1.31 

131 

•| preliminary unconsolidated figures as of 
December 31 . 107 S- 



BfG: Bank fur Gemeinwirtschaft 
Theaterplatz 2. 6000 Frankfurt (Mam 1 1. 

BfG : London. 83, Cannon Street 
London EC4N SHE. Telephone: 01-248b7.il. 
BfG: Luxemburg S. A.. 14. rue des Bains 
Luxembourg. Telephone - 4 0011. 

New York Branch. 400 Park Avenue 
New York, N.Y. 10022 
Telephone: (212) 826-8686 
Telex: WU 12625 Ubfgny. 

Bank fiir Gemeinwirtschaft 


the nation is experiencing because 
of the cutoff in imports of Iranian 
oil. The United Slates uses about 
18 million barrels of crude oil daily, 
half of it imported. 

The West Hacken berry salt 
dome — one of the region's S3 huge 
underground oil -storage caverns — 
holds 26 million barrels. Hence it 
would take about 100 days to pump 
its oil out and into the nation’s re- 
fining and distribution system. 

The permanent pumping system 
at the petroleum reserve, which is 
running far behind schedule, is 
scheduled for installation in Sep- 
tember, the department said. It was 
designed to pump out a million 
barrels of oil a dav. 


In another development. Sen. 
Jacob Javiis. R.-NA .. suggested 
that President Carter moke n clear 
that the United States would use 
military force to prevent Saudi Ara- 
bian oil fields from falling into hos- 
tile hands. 

Sen. Jjvh.s said that the adminis- 
tration should be ready to repel a 
threat to those oil fields, which sup- 
ply the United States with about 18 
percent of its imported crude oil. 

Secretary of Defense Harold 
Brown and Energy Secretary James 
Schlesinger have' said recently that 
the United States would use mili- 
tary force, if necessary, to defend 
its interests in the Oulf’ region. 


By Terence Smith 

WASHINGTON. March 18 
(NYT) — President Carter has 
summoned bus key Cabinet and 
economic advisers to a meeting to- 
morrow at Camp David. Md.. to 
deal with the projected shortfall in 
the nation’s energy supplies. 

While House officials said Fri- 
day that the meeting would include 
a broad review of the energy situa- 
tion and of the impact on the econ- 
omy of any conservation measures 
the' president may recommend and 
of the administration’s anti-infla- 
tion campaign. 

Mr. Carter has announced that 
he will make recommendations 
sometime this month on how to 
cope with the energy problem, es- 
pecially tbe oil-supply shortfall re- 
sulting from the cutoff of Iranian 
supplies. He is expected to outline 
his recommendations later on na- 
tionwide television. 

Confirming plans for the Camp 
David meeting. White House offi- 
cials said no hard decisions were 
expected to be reached at the ses- 
sion. One official described it as 
*'an educational session to focus at- 
tention on the twin problems of en- 
ergy and inflation.” 

Mr. Carter used the presidential 
retreat for a number of key plan- 
ning sessions with domestic and 
foreign advisers during his first two 
years in office. It was” also the site 
of the intensive Israel i-Egyplian ne- 
gotiations lost fall. 

Tomorrow’s meeting seems de- 
signed in port to underscore the 

l.S. Freighter in China 

HONG KONG. March 18 
(Reuters) — The Letitia Lykes. the 
first U.S. freighter to call at a Chi- 
nese port since the two nations es- 
tablished full diplomatic relations 
earlier this year docked in Shanghai 
today, the Chinese news agency 
reported. 


fact that the president is now turn- 
ing his attention lo domestic mat- 
ters after two weeks of almost ex- 
clusive concentration on the Mid- 
dle East. “It’s important for the 
public to realize that the president 
is back running the stone.” ob- 
served a White House official. 

Mr. Carter flew to Camp David 
Thursday for a long weekend of 
relaxation. Press Secretary Jody 
Powell said that he took with him 
“a thorough review of the domestic 
and international energy situation 
and the economy as a whole.” 

Tomorrow’s participants will in- 
clude Vice President Mondale. En- 
ergy Secretary James Schlesinger. 
Treasury* Secretary Michael Blu- 
menihai. Labor Secretary Ray Mar- 
shall, Commerce Secretary Juanita 
Kreps. Alfred Kahn, director of the 
anti-inflation campaign; Charles 
Schullze. chairman oTlhe Council 
of Economic Advisers: Stuart 
Eizenstau domestic affairs adviser; 
James McIntyre, director of the 
Office of Management and Budget: 
Robert Strauss, special trade repre- 
sentative; and Julius Katz, assistant 
secretary of state for economic and 
business affairs. 

That amounts to a roster of ail 
die top administration figures deal- 
ing with the economy and energy. 

The announcement of the meet- 
ing coincided with the release of 
two sets of economic indicators 
that pointed to a slowdown in the 
economy. 

Housing construction plunged 
sharply in February for the second 
straight month, largely AS the result 
of record mortgage-interest rates 
and dismal winter weather. The 
construction of new houses and 
apartments started at an annual 
rate of 1.41 million units last 
month, the slowest pace since Julv, 
1976. 

Additionally, the Federal Re- 
serve Board' reported that the 
nation's industrial output rose a 
marginal three tenths of one per- 


cent. That is up slightly from Janu- 
ary. when the index registered no 
growth, hut well behind the rate of 
the fourth quarter of last year. 

In both instances, severe winter 
weather depressed the figures for 
the month. 

ALF-CIO Begins 
Limited Boycott 
Of Nicaragua 

WASHINGTON. March 18 
(NYT i — The AFL-CIO has begun 
a “limited” trade boycott of Nicar- 
agua to protest the alleged repres- 
sion of unions by that government. 

The International Longshore- 
men's Association is planning to 
refuse to unload at least one ship 
from Nicaragua, and it will not ser- 
vice Miami flights of Lanica, the 
Nicaraguan airline. 

The limited boycott is intended 
as “a demonstration of what could 
be done in the future,” an AFL- 
CIO spokesman said. Late last 
year, the Inter- American Regional 
Labor Organization authorized a 
trade boycott of Chile and Cuba, as 
well as Nicaragua, to protest the 
treatment of unions and union 
leaders by the governments of 
those countries. Implementation of 
the boycott was put off in January 
at a meeting of the group in Wash- 
ington. 

However. George Meany, presi- 
dent of the AFL-CIO. Thursday 
authorized the affiliated members 
of the federation to begin a tempo- 
rary boycott of Nicaragua. The 
move, according to labor officials, 
was intended to provide the Inter- 
national Transport Workers Feder- 
ation. the global union group that 
is scheduled to meet in London this 
week, with a demonstration that 
U.S. unions are prepared to take 
boycott action against the three 
countries. 



The new constellation. Our network of air routes is growing in the world's youngest new 
marketplace, the oil-producing countries. Wherever new business is prospering Air France goes 
straight to the point, with flights and timetables tailored to your business needs 

Now, with our new Poris-Sanaa* route, we serve 15 destinations. On many of our flights, you'll 
hove the pleasure of flying aboard our new Airbus, one of the most comfortable and quiet 
airplanes in the world. Naturally you con rely on Air France for superior service both in flight 
and on the ground. And our growing network of fine Meridien Hotels throughout the area will 
moke your stay a total pleasure. 

There are always new stars in our constellation for we send out routes whenever new markets 
flourish. Air France takes good core of you wherever EDAim Mf/#? 

your business takes you. AC FKMINWE MPffi 

The best of France to all the world. 
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Tongsiin Park Admits Lie 
In Early Passman Probe 


By Howell Raines 

MONROE L 2L, March 18 (NYT) for 30 years. Rep. Passman is 
— Tongsun Part, the government’s -accused of conspiring to take 
key witness in the bribery trial of $213,000 in bribes from Mr. Park, 
former Rep. Otto Passman, D-La; , receiving $98,000 in illegal gratui- 
bas testified that he had lied repeat- ties ana evading taxes on part of 


edly to Justice Department investi- 
gators in an effort to protect Rep. 

Passman from prosecution for Ms 
alleged role in a plan to sell surplus 

rice to the South Korean govern- 

meet. '.portraying him as a witness who 

Rep. Passman’s attorney. Cam- . had changed his story about Rep. 
ille Gravel Jr., elicited the admis- Passman to save himself from a 36- 
sion Friday in beginning what he .count U.S. indictment. 


the money. 

In questioning marked by verbal 
Sparring between Mr. Gravel and 
Mr. Park,' the attorney Friday at- 
tacked Mr. Park’s credibility by 


has promised will be the kind of 
searching cross-examination that 


Mr. Park was spared in his appear- 
House 


an ccs last year before the 
ethics committee. 

Mr. Park, testifying under 


‘Loyal Friend* 

Mr. Park maintained that he had 
originally denied giving money to 
Rep. Passman because in the early 
'stages of the investigation he re- 


grant of immuni ty, said Thursday garded the former cong re ss m a n as 
that between 1970 and 1975 he' “a loyal friend.” When first ques- 


made $8.5 million in commissions 
as the middleman in s elling the 
rice, much of it grown in the dis- 
trict that Rep. Passman represented 
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tioned, Mr. Park said, “I was not 
under oath, and, secondly, I was 
still interested in protecting my 
friends as long as 1 could.” 

He said that only later, to pre- 
serve good relations between the 
United States and South Korea, 
did he consent to testify against 
him. 

Mr. Park’s attorney. William 
Hundley of Washington, predicted 
that Mr. fork, who took the stand 
on Tuesday, would not finish his 
testimony until the middle of this 
week. 

When the cross-examination 
resumes this week, Mr. Gravel is 
expected to point out that Mr. 
Park’s diary is the only physical ev- 
idence produced so far to back Ms 
charges against Rep. Passman. 



Under Arab League Pact 


Yemens Said to Continue 
Withdrawal From Border 


ft 








ADEN. Southern Yemen. March 
18 (AP) — Southern Yemen's army 
chief said yesterday that troops of 
Yemen and Southern Yemen are 
continuing to withdraw forces 
along their border in compliance 
with an Arab League agreement. 

The forces are being withdrawn 
to the positions they held Feb- 23. 


when the latest border fighting be- 
.TheA 


PORTUGUESE LEFTISTS PROTEST — Leftists march 
yesterday in Lisbon against Portugal’s agricultural and eco- 
nomic policies. The government proposes a tax on half of work- 
ers’ traditional Christmas bonuses, increases in rents, public 


Unind ft«oi hMmcMnd 

transport and gasoline and an 18-percent ceiling on raises this 
ear. The government is returning occupied farmlands to their 
ormer owners in the southern, Comraunist-dominated Alentejo 
wheatbelt area. The farmers’ lands were taken over in 1975. 
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Pol Pot Data Said to Back Nixon’s Cambodia Claim 
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By Henry Kamm 

BANGKOK. March 18 (NYT) — 
President Nixon’s assertion in 1970 
that the U.S. invasion of Cambodia 
was intended to strike at “the head- 
quarters for the entire Communist 
military operation in South Viet- 
nam” has received confirmation 
from an unexpected but authorita- 
tive source. 

The revelation came in a docu- 
ment issued in Phnom Penh some 
time ago by the government of 
ousted Premier Pol Pol The docu- 
ment, which received only minimal 
circulation, is dedicated to the 
theme that Vietnam is a sworn ene- 
my of the Cambodian revolution, 
not only now. when the countries 


are at war. but also throughout the 
long period when to the world at 
large the Vietnamese and Cambo- 
dian Communists were allies in the 
struggle against the United States 
and were comrades in creating a 
Communist Indochina. 


Incomplete and tendentious as it 
is, the document, which experts 
view as generally plausible, bas the 
kind of interest that made Nikita 
Khrushchev’s report on the crimes 
of Stalin at the 20th Congress of 
the Soviet Communist Parly in 
1956 a major source for historians. 

The Cambodian revelations have 
a particular relevance to the United 

Slates, because the VS. invasion of 
Cambodia and the protests that it 
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provoked throughout the United 
States contributed to the anti-gov- 
emment atmosphere during the 
second administration of Richard 
Nixon. The document provides evi- 
dence that, despite the long history 
of deception over U.S. military ac- 
tivities in Cambodia, not all of Mr. 
Nixon’s contentions were false. 

On the location of the Viet- 
namese Communist headquarters, 
the document, using Kampuchea, 
the traditional name for Cambodia, 
said: “In 1970, the figure of Viet 
Cong in Kampuchea reached 1.5 
million to 2 million. As for the 
Vietnamese Committee for South 
Vietnam, it was also installed in 
Mimot. east zone of Kampuchea.” 

Mimor is a rubber plantation 
town on the Vietnamese border, 
northeast of Ho Chi Minh City, 
formerly Saigon. In a dramatic 
broadcast on April 30. 1970. Mr. 
Nixon pointed to the Mimot region 
on a map and announced that he 
had ordered a U.S.-South Viet- 
namese attack on the headquarters. 

Withdrawal of Forces 


of betraying the Cambodian Com- 
munists 'both in the Geneva peace 
negotiations in 1954 and in the Par- 
is talks from 196 S to 1973. It de- 
scribe!. how the Cambodian Com- 
munists resisted Vietnamese efforts 
to agree to peace negotiations after 
the Paris talks. 

The postwar period, according to 
the documenL was an unbroken 
line of Vietnamese attempts to 
dominate Cambodia through mili- 
tary conquest and internal subver- 
sion. It ends with a declaration of 
Vietnam’s defeat. 

Three months later, the Viet- 
namese Army captured Phnom 
Penh. 


tween the nations began. The Arab 
League arranged a cease-fire last 
week. 

Compliance with the withdrawal 
agreement was announced by 
Southern Yemen’s army chief, Ll 
C ol. Saleh Husseinoon, on his re- 
turn from peace talks Friday in 
San’a, the capital of Yemen. He 
said that the withdrawal would be 
completed by next Friday. 

Implementation of the agree- 
ment is being supemsed by a spe- 
cial military committee appointed 
by the Arab League and under the 
command of Gen. Ibrahim Younis 
of Syria. 

Gen. Younis said that in addi- 
tion to the withdrawal of ground 
forces, the two sides also had 
agreed to respect each other's air 
space. He said that further consul- 
tations were scheduled on the final 
disposition of forces along the bor- 
der in accordance with cease-fire 
arrangements. 

The agreement and exchange of 
visits by military delegations .indi- 
cated an end was in sight to the lat- 
est confrontation between the two 
nations, which have had repeated 
border clashes since Southern Yem- 


en gained its independence from 
Britain in 1967. Negotiations an 
unifying the two stales, have foun- 
dered. 

Southern Yemen is Marxist, and- 
is supported by the Soviet Unions 
Yemen is pro-Western and is an' 
ally of Saudi Arabia. The United 
Stales has announced plans to send ; 
military equipment worth 5400 mil- 
lion to' Yemen, in addition to tech-; 
meal advisers. 


N- Fusion Effort 
Said Planned 
By U.S., Russia 


Car amanlis Arrives 
For Romania Talks 


BUCHAREST, March 18 CAP) — 
Premier Constantine Caramanlis of 
Greece arrived today for a three- 
day official visit at the invitation of 
President Nicolae Ceausescu and 
Premier Manea Manescu. 

Mr. Caramanlis came to Bucha- 
rest after a similar visit to Yugosla- 
via and talks with President Tito. 


MONTREAL, March 18 (AP) 
The Montreal Gazeue has reported 
that the United States and iheSovi-. 
el Union plan a joint effort to pro- 
duce thermal power from nuclear* 
fusion. 

Quoting unidentified sources id' 
Ottawa and Washington, the news-' 
paper said that a site near Montreal, 
is being considered for a giant re- 
search station. The report could not 
be confirmed. 

The report yesterday , said the. 
two superpowers . have agreed 
secretly to work jointly on the, 
project but are delaying an an- 
nouncement because of possible 
opposition in the U.S. Congress., 

The project, code-named Toko-, 
niak in honor of the ■ Tokomafc 
fusion reaction container to be. 
used, would be a by-product of the 
Strategic Arms Limitation Talks 
now under way. the newspaper 
quoted its sources as saying. 
Harnessing nuclear fusion could 


Harnessing nuclear tusion could 
end the world's energy problems. 
Scientists so far have been unable 


to overcome problems concerning 
(he enormous temperatures and 
pressures required. The fuel is a hy- 
drogen isotope easily extracted 
from water. 


Tanzania Reports Bitter Uganda Battle 
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He won little credence for his 
justification, and the headquarters 
never was mentioned again, nor 
was it found by the invading forces. 
But the Cambodian document said 
that the headquarters forces merely 
withdrew into the interior of Cam- 
bodia to escape the invaders. 

■ “The Central Committee of the 
Vietnamese Party for South 
Vietnam,” the document said, 
“came and took refuge in the north 
of Stung Trang. on the western 
bank of the Mekong River, at the 
boundary of Prek Prasap district 
in Kratie Province. The. Viet Cong 
then launched thdr military opera- 
tions against the U.S. and the 
Thieu troops from Prek Prasap.” 
Nguyen Van Thieu was president 
of South Vietnam in 1970. 

The region west of the Mekong 
was beyond the limit set by Mr. 
Nixon for the permissible penetra- 
tion of Caihbodian territory by 
U.S. ground troops. 

The purpose of the 94-page Cam- 
bodian document was not to givr 
its support to Mr. Nixon's actions 
but to depict the Vietnamese as 
Cambodia's traditional enemy. It 
also was meant to accuse the Viet- 
namese Communists of unceasing 
hostility against the Cambodian 
Communist movement lo incorpo- 
rate Cambodia into an Indochina 
under Vietnamese domination. 


Plausible Account 


Expert observers of Indochina 
here, while not necessarily accept- 
ing all the Camhodian charges, 
view ihc document as a generally 
plausible account of two Commu- 
nist parties beset by profound mis- 
trust. hostility and duplicity. De- 
spite lip serv ice to the same ideolo- 
gy. according lo historians and 
diplomats, the traditional interests 
of Vietnam and Cambodia always 
have been in conflict. 

The essence of the Camhodian 
charge is that until Phnom Penh 
was drawn into the war in 197(1. the 
Vietnamese contended that inde- 
pendent struggle for a Communist 
Cambodia was impossible and that 
the Cambodian Communists 
should lay down their arms and 
rely on Vietnam to create a Com- 
munist Cambodia after the Viet- 
namese Communists had won their 
own struggle. 

“In l%y. the struggle between 
Kampuchea and Vietnam reached 
its highest pitch." the document 
asserted. “ “Friendship" and ’soli- 
darity’ were only empty words.” 

The document accuses Vietnam 


DAR ES SALAAM, Tanzania, 
March 18 (AP) — The News, 
Tanzania’s government-owned 
paper, today reported fresh evi- 
dence of a bitter battle last week at 
the Ugandan town of Lukaya, by 
all accounts the biggest clash of the 
4‘^-montii Uganda-Tanzania war. 

The paper said that Tanzanian 
forces and Ugandan exiles had cap- 
tured Lukaya. about 80 kilometers 
south of Kampala on the main road 
from the southwest to the Ugandan 
capital in a fierce three-day battle. 

The paper said that 2,000 Ugan- 
dan troops fought at the town. 
Other reports said that thev were 
backed by Libyans and Palestini- 
ans. The combined strength of Tan- 
zanians and exiles has been put at 
up to 7,000 men. 

Quoting informed sources, the 
paper said that two of President Idi 
(Amin's battalions were “almost to- 
tally annihilated” and that two of 
his army commanders were killed. 
It said "that the anti-Amin forces 
“captured a lot of arms supplied to 
Amin recently." an apparent refer- 
ence to reports of Libyan ship- 
ments earlier this month. 

The newspaper said that the 
Tanzanian and Ugandan exiles 
wore consolidating their position at 
Lukaya “in the ongoing struggle 
against the fascist regime of 
Amin.” 

Referring to Ugandan radio re- 
ports two weeks ago that the invad- 
ers had been repelled from 
40 kilometers from Kampala. 

f taper said that there were “Amin’s 
ies lo create victories from imagi- 
nary bailies." 

The report gave no estimate of 
casualties in the battle for Lukaya. 
Ugandan radio reports claimed yes- 
terday that almost 1.000 invaders 
had been slain and that tanks and 
artillery had been captured. 

Ugandan exiles in Nairobi 
claimed lost week that hundreds of 
Ugandans. Libyans and Palestini- 
ans were killed and that hospitals 
in Kamupalu and Entebbe were 


Lukaya was the biggest so far and 
the casualties were the highest in 
the conflict. One analyst in Dar es 
Salaam said that it was the first 
time that the Ugandans had not 
retreated, and that the invaders 
could anticipate a tough and 
bloody struggle on the road to 
Kampala. 

The war started ai the end of Oc- 
tober when Marshal Amin sent his , 
■ troops to occupy a section of 
northwestern Tanzani a that he 
claimed was Ugandan territory. 
The Tanzanians drove the Ugan- 
dans out and crossed into Uganda. 


in alliance with anti- 
Amin exiles. 

The invaders apparently hailed 
at Lukaya to consolidate their gains 
while Marshal Amin’s forces re- 
portedly were reinforced with sym- 
pathetic Arab troops and Libyan 
arms. 

Throughout the conflict. Marshal 
Amin has fluctuated between 
appeals for mediation and cease-, 
fires and threats of counterattacks: 
So far, Tanzanian President Julios' 
Nyerere has rejected peace talks, 
apparently determined to .persevere 
until Marshal Amin is defeated. 


L‘“;» 



Clashes in Chad Last Week 
Said to Take Lives of 400 


a MpigL 
>ala. the 


filled with Ugandan and Arab 
wounded. There was no way to ver- 
ify the casualty figures. 

But by all accounts the battle at 


NDJAMENA, Chad, March 18 
(AP) — More than 400 persons 
were killed last week in continuing 
clashes between Moslems and 
Christians in southern Chad, reli- 
able sources have reported, and 
witnesses reluming to the capital 
described scenes of torture and cru- 
elly. 

The latest dashes, the sources 
said, occurred from last Monday to 
Thursday in the town of Sarh. 300 
miles southeast of here. Witnesses 
reported women disembowelled, 
men castrated and people skinned 
alive. They said that many 
Moslems were massacred by desert- 
ers from President Felix Malloum’s 
army. 

That violence followed reported 
massacres March 9 in the tillages 
of Koumra and Moissala and tiie 
reported slaughter March 2-4 of 
about 800 Moslems in and around 
Moundou. 250 miles south of here. 

Forces loyal to Mr. Malloum 
have been engaged in a six-week 
civil war with Premier Hissene 
Habre's Moslem forces from ihe 
north. Two cease-fires have failed 
to hold, but reports from Kano. 
Nigeria, site of a meeting among 
the various warring factions, said 
ihat an agreement had been signed 
Friday to end the fighting. 

Lagos radio was quoted as saying 


that the agreement provides for. a 
transitional “government of nation- 
mat woul 


al union” that would lay the 
. groundwork for a freely elected; 
government. The agreement, signed 
by Mr. Malloum. Mr. Habre and, 
other officials, is to go into efect 
Friday. 


Government Denial 


Meanwhile, the government de-, 
nied that is was responsible for the 
bloody confrontations in the south., 
Col. Mamari Djime, acting chief of 
state while Mr. Malloum is bl 
Nigeria, also denied that 800 
Moslems died in the massacre in- 
ami around Moundou. as reported; 
he said that the total was about 200 
from each side. 

However, I mam Ibrahim Moussa 
of Ndjamena said that reports from 
his counterpart in Moundou con- 
firmed that in a first battle between 
Christians and Moslems about 100 
had been killed, and that a verita- 
ble genocide had then been. orga-. 
nized by the local head of the gefl~ 
darerie. 

According to the imam, about’ 
625 Moslems were killed in Moun- 
dou’s outskirts and more than 200 
in the city itself. Those figures were- 
confirmed by witnesses evacuated, 
from the region, and by several- 
other reliable sources. 
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In Response to Members* Complaints 


IMF Sets Rules for More Flexibile Loans 


Cables Sabotaged 

At Tokyo Airport 

TOKYO. March IS (ReuLers) — 
Saboteurs stepped up their war ou 
Tokyo’s Narita Airport Unlav with 
an attack lluit blacked out guidance 
beams for pilots, airport officials 
said. 

Flight controllers had to switch 
to radar after the attackers appar- 
ently cut cables at two posts 
transmitting the high-frequency 
beams, the officials .said. 


By Hobart Rowcn 

WASHINGTON. March 18 
(WP - In response lo charges that 
it establishes conditions for finan- 
cial assistance that often prove to 
be politically intolerable, the Inter- 
national Monetary Fund published 
today a set of more flexible guide- 
lines’ 


They were adopted by the IMF 
board March 2 in response to a re- 
view ordered by the policy-making 
interim Committee at iLs meeting 
in Mewco City in April. 1978. 


fli number ol poor countries had 
complained that the IMF condi- 
tions for loans were unnecessarily 
onerous and applied in a way so 
automatic ihat special situations 
were not taken into consideration. 

An example frequently cited is 
that the IMF strongly urged Egypt 


to drop subsidies on food as a con- 
dition for a loan. When Egypt sub- 
sequently complied, riots broke out 
in the streets and the subsidies had 
to be restored. 

Currently, the IMF is negotiating 
a stand-by loan to Turkey, and 
again, the “conditionality” of the 
loan is a source of dispute. 

A statement accompanying the 
new guidelines says that otic source 
of complaint stems from a natural 
reluctance by many countries to ap- 
ply for help early enough. When 
conditions have deteriorated badly, 
the statement said, “the financial 
programs have had to be more 
stringent than they would have 
been if corrective measures had 
been taken earlier.” 


mal Mookcijee of the IMF staff, 
said that the conditions set by iIk 
IMF frequently affect sensitive 
areas of fiscal.’ credit, trade and 
other policies, “and governments 
arc rightly concerned about lh? 
compatibility of these policies with 
their domestic, social and political, 
objectives and their economic 
priorities.*' I 
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The IMF now pledges that per- 
formance criteria will be limited' 
strictly lo those necessary' to evalu- 
ate the success of the program. It 
thus limits the extent to which the 
IMF will intrude in a nation’s 
activities. This presumably would 
eliminate getting entangled in ® 
problem like the Egyptian food 
subsidies. 
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IMF Pledge 

Nonetheless, the IMF appeared 
to have made a major concision to 
the complaining countries when it 
pledged in the new guidelines to 
“pay due regard to the domestic, 
social and puHtical objections, the 
economic priorities, and the cir- 
cumstances of members, including 
the causes of their balance of pay- 
ments problems.” 

The statement, written bv Subi- 


The guidelines also formalize the 
raetice that the IMF has followed 


for the past two years, recognizing 
that it takes some countries longer 
Ilian others to complete an adjust- 
ment process. Thus, instead o* 
being limited to one year, a loan 
now can be extended up to dlf# 
years. The statement notes that the 
longer period will allow a shanne 
of “the burden of adjustment with- 
in the economy that is socially and 
politically mure acceptable.” 
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Obituaries 


Leonide Massine, Dancer, 
Choreographer of Ballets 


;S 




NEW YORK. March IS (NYT) 
— Leonide Marine. S3, one of the 
great choreographers of baiici in 
the 20th century, died Friday in 
Cologne after a brief illness. 

Although he was the outstanding 
character dancer in the years be- 
tween the world wars. Mr. 
Massine's enormous reputation 
rests most securely on the expres- 
sive style of his choreographic con- 
tributions to the ballet stage. His 
humor was displayed in “La 
Boutique Fantasque." "Jeux 
d’Enfants." “Gaiete Parisienne” 
and “Le Beau Danube" to the de- 
light of audiences in Europe and in 
the United States, while his more 
philosophic side was shown clearlv 
m the four abstract symphonic bal- 
lets that he designed in tne 1930s. 

Leonid Fedorovitch Myassin was 
one of four sons of a "theatrical 
family in Moscow and studied 
dance at the Moscow Theater 
School. At 18. he was invited by 
Sergei Diaghilev. the impresario, to 
join the Ballets Russes, with which 
he soon appeared in the lead role in 
Michel Fokine’s “The Legend of 
Joseph." 

A year later. Mr. Massine began 
his career as a choreographer with 
the creation or “Soleil de Nuit.” in 
which he also danced the leading 
role. In 1917. he had his first enor- 
mous success with “Parade." creat- 
ed in collaboration with Erik Satie. 
Picasso and Jean Cocteau. It was a 
bold turn toward modernism and 
away from the classical I v influ- 
enced works of Fokine and Nijin- 
sky that had dominated the Ballets 
Russes. 

New Direction 

By 1920. Mr. Massine had creat- 
ed “La Boutique Fantasque," “Le 
Tricorne" and , ■PllJcineUa, ,, and the 
new direction of the company was 
established. Artistic disagreements, 
however, led to his departure from 
the company a year later. 

With his wife, Vera Savina, he 
organized a small company for a 
Smith American tour and later 
opened a studio in London. Among 
the first pupils was Frederick Ash- 
ton, who later was knighted for his 
contributions to the British ballet. 

Mr. Massine continued to teach 
and choreograph in the popular 
theater in London as well as in clas- 
sical ballet. In 1924, he created one 
of his most popular ballets, “Le 


Beau Danube." for a series of per- 
formances called “Les Soirees 
Pjris. Alter his driorce from Miss 
Savina, he returned to work for the 
Ballets Russo, in 1925, presenting 

Zephire et Flore." “Mcrcure." 

Lcs Faehcux" and “Ode." Rela- 
tions wiih Diaghilev were partly 
restored, but their former closeness 
had been lost after the initial rup- 
ture. K 

In 1928. Mr. Massine married 
Eugenia Delarovx With her, he 
moved to the United States, where 
he was engaged to create a new bal- 
•f 1 ea*-'h week for the stage shows at 
the Roxy Theater in New York; he 
also danced there four times a day 
during the week and five times oh 
Sunday. He look a brief leave to 
work in Paris, but returned to the 
Ro\y in 1929. There, in 1930. he 
staged his own version of Stravin- 
sky's “Rite of Spring." with Martha 
Graham as the Chosen Vir gin and 
Leopold Stokowski conducung. 

Explored Abstract 

With Diaghilev 's death in 1929. 
the focus of the ballet world was 
lost, and several European compa- 
nies sprang up in an attempt to fill 
the void. Mr. Massine worked first 
for the Ballet Russe de Monte Car- 
lo as chief choreographer and later 
organized his own company. De- 
spite legal battles that eventually 
reached the courts of two con- 
tinents. Mr. Massine continued to 
create ballets and to enhance his 
considerable reputation. In the 
symphonic ballets “Les Presages..” 
■‘Choreariium." “Symphonic 
Fantastique*’ and ’“Seventh 
Symphony." he explored abstract 
and allegorical matter, but his typi- 
cal wit also was expressed in 1938 
in his “Gaiete Parisienne." 

During the 1 940s. the war pre- 
vented him from working in 
Europe, but he attracted large 
crowds in the United Slates. 
“Aleko." with scenery and cos- 
tumes by Marc Chagall, and his 
frothy "Mademoiselle Angot" were 
choreographed for the American 
Ballet Theater in 1942 and 1943. 

After World War IL he began to 
work in movies and staged the 
dances for “Carnival in Costa 
Rica" in Hollywood. He scored a 
notable success as a performer in 
"The Red Shoes," a film based on 
the career of Diaghilev and the Bal- 
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2 Men Who 'Proved’ Plot 
In JFK Death Cast Doubt 

By Ronald J. Oscrow 


Leonide Massine 

. in 1956 

lets Russes. He was also in the film 
"Tales of Hoffmann.” 

During the remainder of his 
career, Mr. Massine spent much of 
his time creating dances for operat- 
ic companies and restaged his bal- 
lets for companies all over the 
world until his final illness. 

In 1938. after a divorce from 
Miss Delarova. Mr. Massine mar- 
ried Tatiana Orlov, from whom he 
was divorced at the time of his 
death. 

— DON McDONAGH 


Giacomo Lauri-Volpi 
VALENCIA, Spain. March 18 
(AP) — Giacomo Lauri-Volpi. 86. 
whu at the peak of liis career was 
regarded as one of the finest lyric- 
dramatic tenors in the world, died 
here yesterday. 

Mr. Lauri-Volpi made his debut 
in Rome in 1919, under the name 
of Giacomo Rubini. as Arturo in 
“Puritani." With the Metropolitan 
Opera of New York, he sang in 232 
performances of 26 operas from 
1923 to 1934. 


Ethically Acceptable With Certain Controls 

U.S. Panel Backs 'Tube’ Baby Research 
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By Harold M. Schmeck 

WASHINGTON. March 18 
tNYT) — Concluding that research 
into laboratory fertilization and ar- 
tificial implantation of human em- 
bryos can be ethically acceptable, a 
national advisory board took an 
important step last week toward 
penniuing U.S. financing for such 
work. 

The subject has become a matter 
of both practical and theoretical in- 
terest because of the work of Dr. 
Patrick Sieptoe and his colleagues 
in Britain and the proposal last 
year to set up a clinic to do similar 
woik at the East Virginia Medical 
School in Norfolk. Va. The purpose 
is to help some women overcome 
sterility problems and bear chil- 
dren. Two babies have been bom in 
Britain through Dr. Steptoe's 
research. 

The Ethics Advisory Board, set 


up by Congress to advise the De- 
partment of Health, Education and 
Welfare, completed its report Fri- 
day. saying that research of this 
kind should not be barred outright 
from federal financing. 

At present no such research is 
being financed by the U.S. govern- 
ment and one application for funds 
for such studies has been held up 
more than a year pending the Eth- 
ics Advisory Board's recommenda- 
tion. The report approved by the 
hoard advised sending that gram 
application, from Dr. Pierre 
Soupan of Vanderbilt University, 
back to the National Institutes of 
Health for a decision on its priority 
and scientific merits. 

To Be Sent to Calif ano 

The advisory board’s report will 
be sent to Joseph Calif ano Jr., sec- 
retary of HEW, for final action. 
While he is not required to act on 


the recommendations, he is expect- 
ed to do so. 

The action Friday may lead to 
the resumption of research. It is be- 
lieved that there has been no such 
research in the United States since 
about the middle of 1975. 

The board agreed on five major 
conclusions. The key item among 
these was that the board does not 
find sufficient ethical objections to 
require barring support from HEW 
for research designed to establish 
the safety and efficacy of in vitro — 
in the test tube — fertilization and 
embryo transfer in humans provid- 
ed a series of ethical and procedur- 
al safeguards are met. 

The conclusions were adopted 
unanimously by the board although 
some details remain to be resolved 
before the report is sent to Mr. CaJ- 
ifano. 

Board’s Conclusions 


e 


Threat of a Locust Plagu 
In E. Africa Said to Lessen 


By David Lamb 


NAIROBI — The threat of a lo- 
. cust plague in East Africa has 
■ diminished, and scientists now be- 
lieve that the region’s farmlands 
will be able to produce near-normal 
harvests. 

Although they are not yet willing 
to say that the locusts are under 
control the scientists are convinced 
7 that preventive spraying has 
stopped the swarms, for the time 
being, from destroying vegetation 
across a broad belt of East Africa. 

The swarms first were spotted in 
the Jizan area of Saudi Arabia in 
January. 1978. During the follow- 
ing months, their numbers grew, 
{ - and swarms con taining milli ons of 
i.V' 'he slim, shiny locusts moved 
Soolhward into Ethiopia. Somalia 
and Djibouti By June. 1978, some 
had reached Kenya. 

'Using aircraft and four-wheel- 
drive vehicles, the UN Food and 
. Apiculture Organization and the 
right-nation Desert Locust Control 
Organization for Eastern Africa di- 
rected a major campaign to halt the 

• migration with insecticide. In 
Somalia nearly 100 swarms were 

. destroyed, spokesmen said. 

Field workers admit, however, 
that their efforts were impeded, 
and in some cases were inadequate, 

: because of wars in Ethiopia's Eri- 
trea province and in the Ogaden re- 
. gion contested by Ethiopia and 
- Somalia. The fighting made access 
. to locust breeding grounds in the 
two areas difficult. 

Scientists with the locust-control 
. organization, whose headquarters 
are in Ethiopia, said that the re- 
: maining swarms were settling for 
the winter breeding season and 
were staying in valleys in eastern 
Ethiopia, the northeast coast of Su- 
dan and regions of Saudi Arabia 
south of Jiddah. 

Whether the swarms will breed 
in large numbers and move into a 
migraiory “gregarious phase’’ of 

• plague proportions depends largely 


on the seasonal rains. Heavy rains 
such as East Africa experienced last 
vear could lead to an outbreak. 

For reasons that scientists do not 
fully understand, locust outbreaks 
occur in East Africa about every 10 
years. In 1 958, when the region had 
its worst outbreak in memory, a 
swarm of 40 million locusts swept 
through Somalia, devouring an esti- 
mated 80,000 tons of food. 

Each locust, weighing less than 
an ounce, eats its weight in vegeta- 
tion daily. Large swarms can cut 
through forests in hours and bare 
fields of farmland in minutes. Lo- 
custs can fly at 10 mpb for up to 20 
hours a day. 

4* Los Angela Tima 

6,000 Birds Die 
In N.Y. Cornfield 

NEWBURGH. N.Y.. March 18 
(AP) — Thousands of dead birds 
found in cornfields near here were 
apparently victims of a fertilizer 
known as 10-10-10. according to a 
pathologist. 

At least 6.000. and perhaps as 
many as 10,000, birds died last 
week in one of the largest bird kills 
on record in the state, said Ward 
Stone, a pathologist for the New 
York State Department of Environ- 
mental Conservation. The largest 
number of dead birds were red- 
winged blackbirds. Others included 
song sparrows, cardinals, starlings, 
{pack les. meadowlarks, cowbirds 
and pigeons. , , . 

Many dead birds were round in 
or near fields owned by Thomas 
Palmerone of Newburgh. He said 
his son fertilized the fields several 
weeks ago. The birds were attracted 
[o the fields by leftover com ker- 
nels, Mr. Slone said. Mr. Slone said 
recent rains and thawing of the 
farmland should soon eliminate 
anv hazard. 


The conclusions are: 

• The departmeol should con- 
sider research in animals, including 
nonhuman primates, to obtain bet- 
ter understanding of fertilization, 
implantation and other key aspects 
of embryonic development. 

• Research involving human 
fertilization in the test tube can be 
ethically acceptable provided a se- 
ries of conditions are met. These in- 
clude adherence to present U.S. 
regulations concerning research 
with humans, devotion of the re- 
search primarily to establishing 
safety and efficacy of such proce- 
dures. a requirement that no em- 
bryo will be sustained in the test 
lube beyond about 14 days and as- 
surance that participants and the 
public will be advised if evidence 
begins to show ill effects from such 
research. 

• Support or conduct of such 
research by HEW is acceptable 
from an ethical standpoint, provid- 
ed the conditions of the preceding 
conclusion are met; but the board 
said that it was not addressing the 
question of the appropriate amount 
of money, if any. to be devoted to 
such research. 

« Appropriate U.S. agencies 
should collect and analyze informa- 
tion from research anu clinical ex- 
perience wherever this information 
arises. 

• The secretary of HEW should 
encourage and perhaps help 
finance development of a model 
law to clarify the legal status of 
children horn as a result of test- 
tube fertilization and embryo irans- 
fer. 

The board concluded that the 
question of financing research 
should be made in a larger context 
l hat would include scientific, politi- 
cal. economic, legal and ethical 
considerations. 

The board members agreed that 
test-tube fertilization was likely to 
be performed throughout the world 
in the foreseeable future. Some 
members argued that research may 
be needed to help gauge the effects 
of these procedures over which the 
U.S. government will have no con- 
trol. 

The 1 3-member beard, whose 
chairman is James Gaither, a San 
Francisco lawyer, includes physi- 
cians. scientists, theologians and 
business executives. 


Louis M. Loeb 

NEW YORK. March 18 l NYT) 
— Louis M. Loeb. SO, a former 
president of the New York City bar 
association and retired general 
counsel for The New York Times, 
died on Friday in San Diego after a 
heart attack. 

Mr. Loeb was an expert in labor 
law and served on many govern- 
mental advisory' panels. He was a 
forceful advocate of court reform, 
professional ethics and scrupulous 
standards of public service. 


WASHINGTON. March 18 — 
Acoustics expem for the House Se- 
lect Committee on Assassinations, 
while reiterating their belief that a 
second gunman was involved in the 
slaying of President John F. Ken- 
nedy, have raised new questions 
about the evidence supporting their 
conclusion. 

In a final report to the commit- 
tee, Mark Weiss and Ernest As- 
chkcnazy said that the acoustical 
evidence could support several al- 
ternatives to earlier finding that 
some sounds on a Dallas police 
dispatcher’s tape recording almost 
certainly came from a second gun- 
man on a grassy knoll ahead of 
President Kennedy’s motorcade. 

In a 30-page report, which was 
obtained on Friday. Mr. Weiss and 
Mr. Aschkenazy contend, as they 
did in congressional testimony in 
December, that they are 95 percent 
certain that the police tape records 
the shois of another gunman be- 
sides Lee Harvev Oswald, the 
accused assassin. Oswald was slain 
by Jack Ruhv in Dallas police 
headquarters two days after the 

Nov. 22. 1963. assassination. 

Bui they also said for the first 
time that the police radio dispatch- 
ing system was not designed to 
handle the intense sounds of rifle 
fire. Thus, they said, the system 
Was likely to have recorded such 
sounds with poor fidelity. 

“It is possible that these static- 
like sounds arc distorted gunshot 
sounds.” their report said. “On the 
other hand, they could have been 
generated by a number of other 
sources, some acoustic, some relat- 
ed to electrical or mechanical dis- 
turbances in Jhc DPD [Dallas Po- 
lice Department] radio transmis- 


sion reception or recording 
equipment’ 1 

Although the Warren Commis- 
sion concluded that Oswald had 
fired three shots at President Ken- 
nedy from behind, Mr. Weiss and 
Mr. Aschkenazy startled the com- 
mittee last year by saying that they 
had delected sounds of four proba- 
ble rifle shots, including one from 
in front of the motorcade. 

Their conclusion stirred contro- 
versy. Evidence obtained by the 
committee from ballistics, medical 
and photographic experts had tend- 
ed to support the single- gunman 
Von elusion of the Warren Commis- 


sion. 


‘Probable’ Conspiracy 


Based on the earlier Wriss-As- 
chkenasy Finding and other evi- 
dence, the House committee con- 
cluded in December that President j 
Kennedy “was probably assassinat- 
ed as a result of a conspiracy." 

But at least four or five of the 12 
members of the committee now- 
doubt that conclusion and may file 
dissenting views later this month, 
committee sources said. 

Some committee members had 
questioned the acoustics experts in 
December about whether they had 
hurried their findings to meet the 
aimmiuee’s Dec. 31 deadline. But 
Mr. Weiss and Mr. Aschkenazy 
said then that they were certain of 
their second gunman theory be- 
vond a reasonable doubt. 

The sounds in question are on 
the 15-vear-old police tape, alleged- 
ly recorded from a motorcycle 
patrolman’s microphone, which 
was stuck in the "on" position dur- 
ing the motorcade. 

•' Los Angeles T:mes 



At Lloyds Bank International, 
everything we do 
adds up to one kind of bank 

Resourceful 


F I OR companies and 
other organisations 
who operate multi' 
nationally, Lloyds Bank 
International has many 
different resources to offer. 
Our strength is world-wide. It lies 
in the skills of our people, backed 
by the Lloyds Bank Group assets 
of £14 billion, our ability to 
mobilise funds quickly in a variety 
of currencies and in any part of 
the world, and our detailed 
knowledge of die international 
financial stage - the important 
people, the markets, the 
opportunities. All these add up to 
a depdi of resources capable of 
soiling your knottiest financial 
problem. 

Eurocurrency leaders 

One ot out major skills is putting 
together the right package of 
Eurocurrency finance for our 
individual customers. In 1977 we 
managed forty syndicated loans 
totalling US $6 billion. In 197S we 
have been one of the world’s 
foremost banks in lead- managing 
syndicated Eurocurrency loans. 
We are underwriters in over 85% 
of all Eurobond issues, and we are 
active as managers in this field. 

So you can see that whenever 
you need finance, it is worth- 
while asking us first about getting 
the resources together 

Skills in major project 
financing 

Project finance, while it contains 
a very large funding element, 
calls for an ability to mobilise a 
wider range of resources than 
purely financial ones. Feasibility' 


studies, interpretation of 
technical data, empathy with the 
non-banking experts involved in 
the project - our level of 



■ IT 


involvement in this complex 
aspect of finance is only matched 
by the skills we can bring to bear 
Among major projects in which 
we have been involved are a 
large shipyard development in 
the Republic of Korea, an iron 
ore mine in Brazil, an aluminium 
smelter in Dubai. 


Export credit- 
tbe know-how 

Often a vital part of international 
financing is the provision of an 
export credit package, plus die 
necessary guarantees. The Llovds 
Bank Group holds around 25% 
of the market for foreign currency 
expon credits originating — - 
in the A 

UK. 


In addition, we at LBI have 
experts in the right places round 
the world with the local know- 
ledge to put resources together 
in exacdv the right way. This 
on-the-spot representation by 
skilled professional bankers is 
one of the major assets of the 
bank A major resource, if you like. 

All the services 
you need 

Supporting these key aspects of 
our wodd-wide activity are all the 
extra resources we offer in our full 
range of banking services. For 
example, we tackle corporate 


our uust department net 
and your key intemarior 
staff to solve a host of legal, 
taxation and insurance problems. 
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finance fioni an international 
point of view, helping you to raise 
capital in the most efficient way 
or to make the best use of the 
money you already have available. 
Here, our money managenienr 
service plays a vital part, enabling 
corporate customers to use the 
banking systems of the world in a 
way that maximises return or 
minimises borrowing require- 
ments. Our investment services 
broaden the opportunities 
available to make the best use of 
your existing funds, either short- 
or long-term. And to complete 
die catalogue of the resources we 
have immediately on call for you, 
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LBI-the 

resourceful bank 

Think of resources in the broadest 
possible terms, and you’re 
thinking of Lloyds Bank 
International. People, skills, assets, 
in-depth knowledge, mobilisation 
of the latest techniques and 
technology - we have them alL 
And they add up to the sort of 
international bank we are. 
Resourceful. 



The Lloyds Bank Group has 500 
offices in all five continents, with 
a total ot 15,000 employees 
outside the UK. Representation is 
particularly strong in all the major 
financial centres of the world 
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A member of the Lloyds Bank Group. 

International banking at its best 
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And Now a Treaty for U.S. 


President Carter has returned home trium- 
phant with a peace treaty in his pocket. But it 
alone will not resolve our main Middle East 
problem: economic dependence on Arab oil. 
Now is the time — perhaps the last political- 
ly convenient time in many years — to act to 
reduce our consumption of foreign oil and 
thus gain a position of strength against the 
oil cartel. 

An oil policy worthy of the president's dip- 
lomatic achievement, and probably necessary 
to sustain it, should have two parts: 

• Phased deregulation of domestic oil. 

• A big tax on gasoline, with the revenues 
returned to consumers as income tax rebates. 

Just a few months ago, many analysts an- 
ticipated an oil glut lasting into the mid- 
1980s and restraining OPEC's price gouging. 
But the glut has since deteriorated into a 
shortage; consumption grew more rapidly 
than predicted and Iranian crude was cut off 
by revolution. The loss of Iranian oil has 
been partially offset by increased production 
elsewhere, particularly in Saudi Arabia. But 
supplies remain extremely tight. Even politi- 
cal stability in Iran apparently would not 
ease the shortage much. Its new government 
plans to sell just 3 milli on barrels a day 
rather than the shah's 5ft million. And Saudi 
Arabia hints that it will not long pump at the 
current high leveL 

All this adds up to serious trouble for the 
Western economies. OPECs price hawks, led 
by Libya and Iraq, will press fox another 
increase, above this year's scheduled 14.5 
percent boost, when the cartel meets this 
month. The only serious opponent could be 
Saudi Arabia, whose influence in the past has 
come from the threat to increase production. 
But the Saudis now appear to have political 
reasons for resisting Washington's pleas. 

Without some dramatic Western initiative, 
therefore, the price of OPEC oil is likely to 
jump sharply in months to come. At a mini- 
mum, we should expect a 10 to 15 percent 
increase. And if Saudi Arabia cuts back pro- 
duction, it is conceivable that a far larger 
price rise could be made to stick. The result 
would be more inflation for the importing 
nations as a prelude to serious recession. 
Much higher oil prices would also mean 
much larger American trade deficits and 
greater pressure on the dollar. If that pres- 
sure were strong enough, governmental ef- 
forts to defend current exchange rates could 
fail and world trade could be seriously dis- 
rupted. 

These are not doomsday scenarios. Indeed, 
the political costs of American dependence 
on Arab oil may be running ahead of the 
economic costs. With oil supplies tight, every 
potential disruption in production anywhere 
becomes a crisis, every unrest a spur to 
American intervention, every Saudi request 
for arras an order. And the obstacles to a 
comprehensive Middle East peace will 
increase, not diminish, as radical Moslem 
states learn to blackmail the West with oil. 

The only way out of this bondage is to 
reduce the demand for Arab crude to a level 
at which the consuming nations would regain 
some bargaining power. That much inde- 
pendence can probably be had from a reduc- 
tion in overall oil consumption of only 5 to 
10 percent. The practical difference between 
an oil glut and critical shortage is small: In 
1978, with just a few million barrels of sur- 
plus capacity, OPEC's more cash-hungry 
members were Forced to cut prices to unload 
their output. And a 5 to 10 percent reduction 
in consumption could be achieved with only 
a modest loss of Western productive capaci- 
ty. Indeed, a reduction in consumption 
could, on balance, exact no economic price 
because it would mean escape from the cur- 
rent regime in which every twist of fate 
threatens recession. 

The real issue is not whether we can afford 
to reduce our dependence: we cannot afford 
failure to reduce it. Even if self-help were to 
be somewhat inflationary at an awkward eco- 
nomic time, it would eliminate the capacity 


of other nations to inflict comparable infla- 
tion damage on us at any lima The question 
is whether we have the political will to escape 
our predicament. Five years of indecisive 
presidential leadership and stalemate in Con- 
gress offer no basis for optimism. But never 
before have the consequences of inaction 
been so starkly visible and at no time since 
the 1973 oil shock has a president had 
enough prestige and pressure of circumstance 
to dramatize the problem for our people. 

The best formula for ending dependence is 
simple in concept, though obviously complex 
in execution: The aim must be to increase 
domestic oil production while decreasing oil 
consumption. 

PRODUCTION. Even with Alaskan oil, 
domestic output is now 10 percent less than 
it was in 1970. Partly for that reason, imports 
have climbed from about one-fourth of total 
American consumption to about one-half. 
The decline in production could be slowed — 
perhaps reversed — if the oil companies were 
given greater financial incentives to find new 
reserves. 

The price of domestic oil (except for 
Alaskan crude) is being kept well below the 
world price by government regulation. Any 
relaxation of controls would tend to increase 
production, although the very existence of 
the control machinery has become inhibiting 
to investment On June 1,. President Carter 
will gain the authority to deregulate both 
"new” oil, discovered since 1973, and “old” 
oil. discovered before the OPEC shock. The 
first priority should be decontrol of new oil 
to encourage more drilling. Controls on old 
oil might be phased out gradually so that 
consumers can adjust to the price changes. 

CONSERVATION. Although our capaci- 
ty to halt the decline in domestic oil produc- 
tion is uncertain, our ability to reduce con- 
sumption is clear. Higher prices have already 
had an effect: The nation's total production 
has increased by 12 percent over the past five 
years while oil consumption rose by only 8 
percent. Still greater incentives are needed, 
however, as the industrial nations have rec- 
ognized with their pledge to reduce consump- 
tion by 5 percent this year. 

Politically, the easiest way for the United 
States to meet that goal is with 1973-style 
nuisance rationing — closing gas stations on 
weekends and apportioning home heating 
oil. Some think the country is ready for com- 
prehensive gas rationing, with extra coupons 
openly sold for whatever they bring. The 
drawback of these measures is that they 
would be tolerated only temporarily. And in 
any case, they are merely disguised forms of 
the real answer: higher prices. 

That is why a tax on gasoline to bring the 
price at the pump to the European average of 
about $1.50 a gallon is the logical way to 
reduce consumption over the long run. As we 
have seen, a more modest Qa simply would 
not have the desired effect on auto use. 

If these gasoline tax revenues were re- 
lumed to the public as a simple income tax 
rebate, the average consumer would suffer no 
loss of purchasing power. Those who must 
drive long distances would be hurt of course, 
but that inequity would be more than offset 
in broad social terms by the incentive to turn 
to fuel-efficient autos, car pools and other 
cost-saving alternatives. 

No major change in oil strategy can be 
without risk for the country — or the presi- 
dent The decontrol of oil prices would feed 
inflation and weaken the already anemic 
wage-and-price guideline program. Congress 
hooted down a tax on gasoline in 1977 and 
another failure would prove not only embar- 
rassing to Carter but also damaging to the 
nation's reputation abroad. 

The risks of inaction or half measures, 
however, are even greater. The time for the 
president to act is now, before his peacemak- 
er aura has faded, before the 1980 election 
campaign begins in earnest before the OPEC 
octopus drops vet another shoe. 

' THE NEW YORK TIMES. 


International Opinion 


Ulster Prisoners 


Sen. Edward Kennedy, Gov. Hugh Cary of 
New York, Se&. Daniel Moynihan and 
Speaker Tip O’Neill of the House of Repre- 
sentatives all claim it is hard to believe that 
ill-treatment of prisoners could have existed 
without the acquiescence or negligence of the 
British government. What blind arrogance . 
. . All of these politicians. . .must know that 
the British government has bent over back- 
ward to prevent assaults on terrorist 
suspects. WTiy then do they pretend other- 
wise? Do not the Kennedys and the Careys 
and all the others even begin to 
understand. . .that the Royal Ulster Consta- 
bulary is engaged in a battle against the mast 


evil bunch of criminal psychopaths seen in 
Europe since the Nazis? 

— From the Sunday Express (London). 

A Push for the PLO 

With the best will in the world, the present 
draft peace treaty [between Israel and 
Egypt]. . .cannot escape certain limitations. 
At the most, it can be a bilateral arrange- 
ment. And as such it seems to be comprehen- 
sive enough. But the point is worth emphasiz- 
ing that the West Asian problem cannot be 
solved if the world co mmuni ty does not in- 
tervene to push the Palestine Liberation Or- 
ganization to the negotiating table in the way 
the United States has Egypt and Israel. 

— From the Hindustan Times (Hew Delhi). 


In the International Edition 


Seventy-Five Years Ago 
'March 19, 1904 


Fifty Years Ago 

March 19, 1929 


WASHINGTON — Cuba's national game of “jai 
alai” was illustrated in the Senate during a secret 
session yesterday on the promotion of General 
Wood to major-general. Wood was founder with 
Theodore Roosevelt of the Rough Riders during 
the Cuban campaign. The transformation of the 
dignified Senate Chamber into an “athletic hall” 
came when assertions that “jai alai" was nothing 
more than a game of skill, with gambling a mere 
incident, were met by equally emphatic asser- 
tions that it was a gambling game in which reve- 
nue. more than sport, was the desideratum. 


BERLIN — Admiral von Tirpitz. supreme com- 
mander of the German High Seas Fleet during 
the war. will become reconciled with former Kai- 
ser Wilhelm on the occasion of the celebration of 
the veteran admiral's 80th birthday. The recon- 
ciliation will be in the form of a congratulatory 
telegram from Doom, where the former Emper- 
or is in exile. Von Tirpitz. advocate of unrestrict- 
ed submarine warfare to destroy allied shipping 
during the war. was forced to step down in 1916. 
Recently he has been a member of the Reichs- 
tag. supporting the nationalist parties. 
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Seed of Another Mideast Crisis 


By William Beecher 


W ASHINGTON — The eupho- 
ria resulting from President 


VY ria resulting from President 
Carter's diplomatic triumph in the 
Mideast is justified. After three 
decades of war and confrontation. 
Egypt and Israel are about to sign a 
peace treaty. That is no small 
accomplishment. 

But a peace treaty does not signi- 
fy that real peace, at long last, will 
settle over the Mideast, nor that 
mutual distrust and recriminations 
suddenly will dissipate: 

Within the Camp David formula 
is the seed for another predictable 
crisis, one that could imperil the 
treaty and conceivably even the 
governments now 'sitting in 
Jerusalem and Cairo. 

That seed is called “autonomy.” 


At Camp David last September 
Prime Minister Menachem Begin 
pledged that “full autonomy” 
would be wanted to the more than 
1 million Palestinians living on the 
West Bank of the Jordan and the 
Gaza Strip. 

Husseins Position 


to establish a Jewish state in the 
Biblical Land of Israel, he cannot 
relinquish sovereignty claims over 
the West Bank. He ii willing to re- 
move the military government and 
ex Lend considerable home rule. But 
as for the long-term future, he 
hopes that something like the inter- 
im solution can be extended. That, 
however, doesn't have to be negoti- 
ated for at least three years, and 
not decided for five. 

What does have to be negotiated 
right away are the form of elections 
and the powers the new Palestinian 
authorities will be granted. It has 
been determined that the election 
mechanism will come first, on the 
theory lhat easier questions are 
posed. 


But who may vote? May the Ai- 
ts in East Jerusalem? The Arab 


abs in East Jerusalem? The Arab 
world and even the United States 
say that East Jerusalem is part of 
the West Bank captured in 1967. 
But Israel insists it will never give 


up any part of its capital Right 
away a very emotional, importam 


No one defined what full autono- 
my would consist of. That is to be 
left to negotiations, starting one 
month after the treaty has been 
ratified, among Egypt. Israel, the 
United States, local Palestinian 
leaders and Jordan. No one is sure 
how many Palestinians will step 
forward — probably at the risk of 
their lives — to partiriDale in talks. 
And King Hussein or Jordan has 
made clear he’s not prepared to 
lake pan. for the present at leasL 
The autonomy concept is 
Begin's. But he has never really ex- 
plained what he had in mind. 
Friends say that after having 
dreamed and fought for a lifetime 


away a very emotional, unpoi 
question will be joined. And the is- 


quesuon win oe joineo. Ana tne is- 
sues will be at feast as hard when 
bargaining starts on the powers and 
responsibilities of the new entity. 


A Deviation 


Both Israel and Egypt foresaw 
is impending crisis. That’s why a 


this impending crisis. Thai’s why a 
compromise was struck allowing 
the parties to split off Gaza and set 
up a model autonomy there, where 
Israel has no religious or historical 
claims. 

But whatever is agreed for Gaza, 
the Israelis fear, will be taken as 
precedent for delayed autonomy in 
the West Bank. Therefore, every 
item they negotiate will be done 


William Beecher, the Boston 
Globe's diplomatic correspondent, 
covered President Carter’s mission to 
the Middle East.) 


Monnet’s Noble Life 


By James Heston 


W ASHINGTON — It is easy to 
identify Jean Monnct of 


France, who died Friday at the age 
of *50. with the united Allied com- 
mands of the two world wars and 
the creation of the European Com- 
mon Market, but it is maybe harder 
and more important to try to define 
the qualities of mind and character 
that produced such sustained and 
effective political action. 

In the fust place, to use Albert 
Camus' definition. Monner loved 
his country too much to be a 
nationalist. He realized during the 
Allied arguments over command in 
the First World War that France 
could not defend France nor Brit- 
ain defend Britain unless, with the 
vital assistance of the United 
States, they ail agreed on common 
policies to 'defend a common civili- 
zation. 

Clear Objective 

And Monnet was a doer. His fa- 
ther relieved him of the confusions 
and ambiguities of university life 
by sending him to Britain and Can- 
ada to leam the English language 
and sell the family's brandy. He 
learned simplicity 'and concentra- 
tion from the start, and he summed 
it all up in the last paragraph of his 
memoirs, published last year. 

“Some people." he said, “refuse 
to undertake anything if they have 
no guarantee that things will work 
out as they planned. Such people 
condemn themselves to immobility 
What matters is to have an objec- 
tive clear enough always to be kept 
insight. . 

Monnet had a photograph on his 
desk of a strange seagoing raft 
called the Kon-Tiki, whose adven- 
ture depended not on the troubled 
surface of the waters of the world, 
but on the deep- running tides. For 
Monnet, this was a svmbol of his 


political philosophy. 
His effectiveness 


depended not 


only on a clear view of his objec- 
tives but on personal modesty and 
discipline. It used to be popular in 
Washington lo talk about powerful 
public servants who had a "passion 
for anonymity.” Monnet had it. He 
was so anonymous that even his fel- 
low countrymen had almost forgot- 
ten his contributions to the unity of 
Europe hv the time that he died. 

Monnet never look a public off- 
ice in France. He served when 
asked on critical missions during 
the two world wars. He had an off- 
ice on the Avenue Foch that could 
scarcely he found without a guide. 
It was' so clean and .spare that it 
was almost a rebuke to French 
fashion and style. 

He had an old rambling 
(hatched-roof house an hour from 
Monifort-l'Amaurv. And he had a 
beautiful, honest wife, who reminds 
me of something J.B. Priestley once 
wrote: 

"We should behave toward our 
country as women behave toward 
the men they love. A loving wife 
will do anything for her husband 
except to slop criticizing and trying 
to improve him. That is the right 
attitude Tor a citizen. We should 
cast the same affectionate but 
sharp glance at our country. We 
should love it but also insist on tell- 
ing it all its faults." 

Fame Kept in Check 

That is precisely what went on in 
the Monnet house. How she treated 
her husband and how he reacted to 
his country. Monnet didn’t always 
like this criticism, but his wife kept 
his fame in check and looked after 
him and painted lovely pictures to 
the end. 

“As I write these pages.” Monnet 
said near the end of his memoirs. 
“Sylvia is finishing a picture. . . 
She asks me my opinion of her pic- 
ture. then I read her a few pages of 
this book to sec what she minks. 


We each take account of what the 
other says, hut in the Iasi resort the 
choice of when to slop is a matter 
of instinct." 

In this remark. Monnet reveals 
that special wisdom. “Nothing is 
ever completed." he says. "Incom- 
pleteness is a part of nature and it 
needs great art or great wisdom to 
know when to lav down the 
brush. . . We should always avoid 
perfectionism.” 

Jean Omcr Marie Gabriel Mon- 
net. born in the days of Queen Vic- 
toria. when Grover Cleveland was 
president of the United States and 
Alexander Hi was czar of the old 
Russia, knew' when to lay down ihe 
brush — at 90. when he was loo 
tired lo do anything more, when he 
had summed up his life's work in 
his memoirs, and established his 
children, and his grandchildren at 
the bottom of the garden looking 
out on the tranquil valley beyond 
his orchard. 

“The world belongs to walkers." 
he wrote, but at the end he clearly 
wanted things to go a little faster. 

“W C cannot stop." he said in the 
last paragraph of his 
memoirs." when the whole world 
around is on the move. Have I said 
clearly enough lhat the European 
Community we have created is not 
an end in itself? It is a process of 
change, continuing that same pro- 
cess which in an earlier period of 
history produced our national 
forms of life. 

“Like our provinces in the past, 
our nations today must learn to live 
together under common rules and 
institutions freely arrived at. The 
sovereign nations of the past can 
no longer solve the problems of the 
present: They cannot insure their 
own progress' or control their own 
future. And the European Commu- 


nity itself is only a stage on the way 
to the organized world of tomor- 
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E. Germany Reaps ^ 


African Harvest , ^ 


By Leopold Unger 


B RUSSELS — Even for Addis 
Ababa, where the unusual is 


ID Ababa, where the unusual is 
commonplace, the scene was some- 
what extraordinary: Ethiopian 
strongman Mengistu HaOe Mariam 
interrupted his speech at a mass 
rally to announce the death of a 
certain Werner Lamberz. Whereup- 
on the Revolutionary Council de- 
clared a period of national mourn- 
ing. 

That scene took place just a year 
ago. And if the anniversary of 
Lamberz's death was overlooked in 
Western Europe, it was celebrated 
with ail due solemnity in East Ger- 
many, the Soviet Union and Africa. 

Just who was this celebrated 
■ Werner Lamberz? 

A member of the East German 
Communist Party’s politburo, less 
than 50 years old when he died in a 
Libya helicopter crash on March 6, 
1978. bright, fluent in several lan- 
guages. cynical, tough and a realist. 
Lamberz was both an ideologist 
and one of the principal pillars of 
the Soviet African policy, as well as 
one of the spearheads of the East 
German penetration of the black 
continent. 

Ethiopia’s reaction to his death 
was perfectly nor mal , for Lamberz 
directed his African operations 
from Addis Ababa. 


Honecker Visit 


with one eye firmly on the West 
Bank. And that spells trouble. 


Bank. And that spells trouble. 

If the negotiations bog down, as 
they probably will, charges of bad 
faith will be flying everywhere. 
Hard-line Arabs are already hurl- 
ing such charges at President 
Anwar Sadat. 

And evea within Israel, many 
leaders in the opposition Labor 
Party and even in Begin's coalition 
feel autonomy is the wrong way to 
go — that it it is negotiated and 
implemented, it will almost inevi- 
tably lead to an irresistible drive 
for ' an independent Palestinian 
state on all the captured territory. 

The Labor Party, which until 
Begin's surprise victory in 1977 had 
ruled Israel since its inception, 
prefers to negotiate extended de- 
fensible bonders and then relinqu- 
ish all claims to and control over 
the rest of the land, which would be 
federated with Jordan. Israel would 
have its security, and the Palestini- 
ans their freedom. 

Shimon Peres, leader of the par- 
ly. said in parliament last Monday, 
in President Carter’s presence, that 
for such an arrangement his party 
would be willing to negotiate with 
any Palestinian leaders who re- 
nounce terror and accept Israel’s 
existence. Presumably even the 
PLO. 

In effect, he was declaring that 
the autonomy plan is doomed to 
fail, but in that event, a shattering 
crisis can be averted by changing 
the government and trying Labor's 
negotiated alternative. 


Erich Honecker, the head of the 
East German party, has, in his own 
way, commemorated the death of 
the man who was one of his closest 
aides. He has just completed a visit 
of four African countries, Libya, 
Angola. Zambia and Mozambique. 

Honeeker's African trip was 
more than a sentimental journey, 
considering the East German inter- 
est in Libyan petroleum and Zam- 
bian copper. Indeed, the problem 
of energy and raw material sources 
is the leading economic issue in 
Eastern Europe. 

Thus, the avenues of trade be- 
tween Eastern European capitals 
and those of oil-producing coun- 
tries are expected to be crowded in 
the near future. 

Honeeker’s African trip — after 
a tour of India and the Philippines 
— is part of the same effort. And 


the agreement be signed with CoL 
Moamer Qadhafi (Libyan oil in ex- 
change for East German industrial 
goods, which are hard to sell on the 
Western market) is exemplary. 

But the East German leader's 


trip also garnered some political 
advantages. And even if this time 


advantages. And even if this time 
he did not visit Ethiopia, Honeck- 
er's safari followed the tracks laid 
down by Lamberz and harvested 
what his former aide had sown with 
remarkable efficiency. 

East Germany's African policy 
started out as a means of establish- 
ing a national identity. Rejected by 
the Western world, which persisted 
in treating it — with justification — 
as a Soviet occupation zone, the 
German Democratic Republic had 
trouble in creating the image of a 
sovereign state. If East Germany 
was the first state lo sign an agree- 
ment with Egypt after the over- 
throw of King Farouk in 1953, it 
was only in 1960 that its African 


— Letters ■ 


'Business as Usual 9 


It is sad to see someone like Mi- 


chael BlumenthaL who escaped 
from one holocaust setting up snop 


from one holocaust setting up shop 
Tor the United States in what Sen. 
Hayakawa has described as the 
world’s largest concentration camp. 
China. 

Is Mr. Blumenthal aware lhat the 
one authentic genocide since the 
Hitler period has been carried out 
in Cambodia while it was a Com- 
munist Chinese satellite state under 
the watchful control of many hun- 
dreds of Chinese "advisers?" * 

Is Mr. Blumenthal aware, or does 
Mr. Blumenthal care, that if Hiller 
had noi been defeated in war. total- 
itarian Nazis would have continued 
to murder their victims, just as to- 
talitarian Communists murder 
theirs? And the worst part or it 
would probably have been the offi- 
cial visits of smiling representatives 
of Western democracies to assure 
the totalitarian murderers that ev- 
erything was still "business as 
usual." 

M.P.SCOTT. 

Langoiran. France. 


The International Herald Tri- 
bune welcomes letters from read- \ 
ers. Short letters hate a better \ 
chance of being published. AU let- 
ters are subject to condensation 
for space reasons. Anonymous 
letters will not be considered for 
publication. Writers may request 
that their letters be signed only 
with initials but preference mil be 
given to those fully signed and 
bearing the unrer’s complete 
address. The Herald Tribune 
cannot acknowledge letters sent 
to the editor. 


policy really got moving, with iht 
independence of 17 African states. 

The new African stales quick!} 
succumbed to the charm, smiles 
flattery and large doses of materia 
assistance offered without chargt 
by a European country that pro - 
tended to be as revolutionaiy one 
nationalistic as they claimed to be. . 

It was also a state that appeared 
likely to harbor fewer imperial! si 
designs than the great powers. The ■ 
results of the East German ap- 
proach were confirmed in 1965 
when the Sudan, followed by five 
African states, recognized East 
Germany. 

From that moment on. East Ger- ' 
many — more efficient and more •- 
generous than other Communist 
states — began its ascension in .. 
Africa, putting its newly found in-, )■ i':' 1 '’ 
fluence more and more overtly atf- 
the service of Soviet strategic inter-’ - 
ests. ■' 

In 1973. East Germany signed its jV ' 
first African military agreement, ■V.-i’T* * 
with Congo- Brazzaville. In 1974/j L’’ 
when the Portuguese revolution-'* . 
ones undertook to decolonize 
Portugal's African empire, thereby - 
offering excellent opportunities for 
political penetration, the scene was 
set and the roles distributed: Mos- 
cow stayed in the background while 
Cuba was prepared to send troops - 
and East Germany civilian cadres 
and experts. 

Today, although there are no 
East German soldiers in Africa, . 
there are about 15,000 East Ger- 
man “experts" (and 35,000 . 

Cubans) on the African continent 
covering all fields, but particulariy 
security, espionage, coun- 
terespionage and communications. 

AU of which gives these civilian 
“troops” (he perfect means of con- 
trolling the local regimes. 

Mozambique President Samora 
Machel’s elite guard (whose reputa- 
tion for fierceness cannot be exag- 
gerated) was trained by the East 
Germans, as was the notorious po- 
lice of Ethiopia's CcJ. Mengistu. .. .. 
Wounded Cuban and African 
troops go to East Berlin for treat- 
ment. but the capital of the Ger- 
man Democratic Republic is above ; ’ 
all the European headquarters for 
all the rebel movements on the 
Rhodesian and South African 
fronts. 

Missile Training 

The cadres of Namibia’s 
SWAPO, of Rhodesia's ZAPU and 
ZANU are trained by the East Ger- 
mans and it was East German ex- 
perts who taught them how to han- 
dle the Soviet SAM missiles (hat 
shot down two Rhodesian airliners. ' 

Gen. Heinz Hoffman, East ■ 
Germany’s minister of defense, 
toured “friendly African countries” 
in May of last year. According to 
reliable diplomatic sources, he — 
made a side trip to the Angolan 


which always prefers to act m<C- 
reedy. They" are, in fact, the las toe- 
main mg Communists in whomthr 
Kremlin has any faith and who can 'dy'* 
be asked lo get something done . 

without running too great a risk. : 

For several years now, Moscow ; 

avoided trusting any delicate ^ ' 

sion to the Poles or Czechs and es- i-i.’ 
penally the Romanians. ../ •'! ( - J - ■' -y 

While playing the role of the l' : 

Kremlin's errand boy m Africa, b.-." • \ 

East Germany has been careful to v 

make the most of its position of 
trust. It has used the total fmth of'-- 
the Kremlin to gain a privileged sit- t: - 
uarion in black Africa. 1 V:. ;* 

Honecker knows what his safari . 
is costing him: officially, 500 mil- •> 
lion East German marks ($260 mil- ? 
lion at the official rale), and much- 
more when East German paniapa-; 
lion in the “fund of solidarity with .* 

Africa" is concluded — not an ex- . 
orbiiant sum when seen in the tight’ 
of the political stakes and East 
German ambitions in Africa. 

However, those who in East Ber- 
lin have to wail in long lines in 
front of poorly supplied stores and! 
who see a new hierarchy of class 
and caste taking root may have an-, 
other opinion about the wealth lost 
in Africa. For more and more. East 
Germany is divided into two cate- 
gories of citizens: those who have 
Western currency and those who 
do not. The latter wait in line, while 
the former have access to the Inter- ' 
shops, where they can find all the 
desired Western goods such as cof- 
fee. chocolate, blue jeans, hi-fi and 
television sets as well as automo- 
biles. all of which are rare on the 
regular market and cost much more 
for inferior quality. 

East Germans’ can see what is 
going on in (he rest of the world by 
turning on West German television 
and they are increasingly placing 
their hopes for the future on the 
other side of the “wall of shame" 
and not. as their leaders are doing, 
somewhere in the African bush. 
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*h}V Marine Midland Needs .\. Action 

Fed Approves 3 Takeovers 
By Hong Kong, U.K. Banks 

\ . 

By l.'iydc H. Farnsworth 


INTERNATIONAL HERALD TRIBUNE, MONDAY, MARCH 19, 1979 


WASHINGTON. March IS 
1 NYTl — The Federal Reserve 
Bcord has announced approval of 
' ihe foreign takeover of three U.S. 
'■hanks, including the Marine Mid- 

■ land Bank of New York, in action 
■ rupecied to stir further com rovers v 

• aver foreign penetration of U.S. 
' business. 

The hoard, which nude its an- 
'nouncement Friday, acted to per- 
mit the acquisition of the control- 
ling Mock interest of Marine Mtd- 
! land, the nation's 12th-largest 

• iommerciai bank, by the Hong- 
kong and Shanghai Banking Corp. 

It also approved the pending ac- 
quisition by Britain's National 

Stricken Woman 
In U.K . Seeks to 
Sterilize Children 

LONDON. March 18 (AP) — A 
-British couple wants to have their 
three children sterilized because the 
; mother suffers from a hereditary 
disease which they fear will he 
. passed on to future generations. 

Mrs. Pamela Gooch. 33. has 
Huntington's chorea, a chronic dis- 

■ order of the nervous system which 
; usually strikes when the victim is 

between 30 and 40 years old and 
causes jerking muscle spasms, 
slurred speech and premature 
aging. There is no known cure. 
Mrs. Gooch '.aid that she has about 
. five years to live.Shc and her hus- 
’ hand. Anthony. 40. seek steriliza- 
tion for their children. Diane. 14. 
Tina. 1 1. and Scott. 9. when they 
reach the age of 16. 

“I know what a dramatic step 
this is. but because of their genes. 

. my children have a 50-50 chance of 
. contracting it." Mrs. Gooch said 
Friday at her home in Cannock. “1 
saw my father die in pain, and my 
children are seeing me going 
toward my death in the same way. 
Only by ending our line can we pre- 
vent them from watching their own 
children suffer." 

Their family doctor. Dr. Brian 
Stott, however, said he is not happy 
about the decision unless it can be 
proved which of the children might 
develop the disease. And the secre- 
tary of the Association to Combat 
: Huntingdon's Chorea. Maureen 
Jones, said: "Each child has a 50-50 
chance of catching the disease. 
Mrs. Gooch must realize she could 
be sterilizing one or two of her chil- 
dren for no reason at alL In 20 
years there may be a controlling 
drug e'en if her children do have 
' the disease." 


Ethiopia to Expel 
2 China Reporters 

NAIROBI. March 18 (AP) — 
Ethiopia has ordered the closing 
the Chinese news agency office in 
Addis Ababa and the expulsion of 
the agency's two correspondents 
there. Ethiopian government radio 
said yesterday. 

The radio said that the agency 
had spread malicious propaganda 
against Ethiopia despite repeated 
warnings from Ethiopia's provi- 
sional military govenunenL 


Said to See U.S. Abdicating World Position 



Westminister Bank of the National 
Bank of North America, the 37th- 
lurgesi in the United States, and 
me attempt b> the London-based 
Standard-Chartered Bank to ac- 
quire the Union Bank of Los Ange- 
les. the 25ih-)argest U.S. bank. 

California state authorities had 
approved the foreign takeover of 
the Union Bank, but New York 
state hanking authorities have yet 
lo a ct on the application to acquire 
Marine Midland. Because the Na- 
tional Bank of North America is 
federally chartered. New York state 
has no jurisdiction over its acquisi- 
tion. Both Marine Midland and the 
National Bank of North America 
have headquarters in New York. 

Control r.f the National Bank of 
North America, which also oper- 
ates in Jamaica, is now held by CIT 
Financial Corporation of New 
York. 

Edward Duffy. Marine 
Midland's chairman, said that 
"we're delighted that the Federal 
Reserve Board has approved” the 
application. 

New York state’s banking super- 
intendent. Muriel Sieben. as well as 
some hanking industry leaders have 
raised questions as to whether for- 
eign takeovers of large U.S. banks 
are in the national interest. 

The Hongkong and Shanghai 
Banking Corp. is the 67th-largest 
banking corporation in die non- 
Cnmmumst world, with deposits 
equivalent to S13 billion. 

Both the Hongkong and Marine 
Midland Banks compete in metro- 
politan New York, where the for- 
eign institution operates two Man- 
hattan brunches holding deposits of 
S204 million. Marine Midland op- 
erates 64 banking offices in metro- 
politan New York and ranks as the 
nimh-iargest banking organization 
in this market. 

In its order approving the acqui- 
sition, the Fed described the impact 
of the proposed transaction on 
market concentration as not signifi- 
cant." 
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AMSTERDAM. March |g <aP> 
— The newest prison in the Nether- 
lands offers its inmates a bird's-eye 
view of the Dutch capital and looks 
like a cluster of elegant apartment 
buildings, but it is likely to be the 
last of its kind. 

Although it is designed for only 
622 prisoners, it is too large and 
cumbersome for efficient manage- 
ment. 

The S90-million facility occupies 
IS acres on the southeast side of 
the city. The prisoners are kept in 
six high-rise blocks. Their cells arc 
comfortably furnished and have 
separate washrooms, and there are 
no bars on the windows, which arc 
made of laminated bulletproof 
glass and are wired with an alarm 
system. 

In many ways, the jail represents 
the best use of land in a crowded 
city and the newest in prison plan- 
ning. But major problems have ar- 
isen during visiting hours in tran- 
sporting inmates through security 
checks to the central service area. 

Security Delays 

Families complain that visiting 
time is unfairly cut by security con- 
trols. Lawyers face long delays 
when they come to see their clients. 
It lakes prison officers coming on 
duty 10 to 15 minutes to work 
through the checks from the prison 
entrance to the last of the 14-story 
blocks, raising the question 
whether this lime should be paid. 

“There are just loo many people 
lo handle in a complex' of this 
kind,” said Ben van der Goorbergh. 
the director of prison-government 
development at the Justice Minis- 
try. “And it seems unlikely thaL the 
experiment will be repealed. In the 
future, we plan lo build Tor a maxi- 
mum of 100 to 150 prisoners." 


Mr. van der Goorbergh added 
that even the idea of giving prison- 
ers a clear view of the city has not 
quite been successful “Some pris- 
oners say it’s fine to look out with- 
out bars. But others h3ve been 
complaining it's a little bit demean- 
ing. They can see everything hap- 
pening on the other side of the pris- 
on wall, but they can't go out and 
join it.” 

In a land of 13.8 million people, 
i he prison population averages only 
jhtMJ! 3.200. Bui jbout 25.000 per- 
sons arc jailed each year under the 
Dutch theory of rapid turnover, 
which results in 55 per cent of the 
offenders serving sentences of six 
months or less. 

Women's Prison 

The new facility will serve as the 
national prison for women, and 70 
of them, almost all of the Nether- 
lands' female convicts, have been 
moved into one of the lowers. Male 
prisoners awaiting trial will occupy 
the rest of the complex. When the 

Heavy Snow Closes 
Swiss Alpine Passes 

GENEVA. March 18 (UP1) — 
Heavy snow continued for the third 
day today, creating a general dan- 
ger of avalanches in the Swiss Alps, 
closing most of the mountain pass- 
es and isolating regions. 

Skiers were warned to stay on 
marked trails after more than one 
meter of snow caused avalanches 
throughout the Alps. Many areas, 
including the Engadine Valley, 
which has such resorts as Sl Mor- 
itz. K. testers and Davos, were ac- 
cessible only by mountain railway. 
Nearly all Ihe major Alpine passes 
were closed. 


Schmidt Cautiously T akin g Leader Role 




i» |p ■ » |T> j Pifff 

This modem prison near Amsterdam has proved too cumbersome to be managed efficiently. 

New Dutch Prison Proves Too Big to Run 

AMSTERDAM. March IS <aP) Mr. van der Goorbergh added prison becomes fully operational in 
— The newest prison in the Nether- that even the idea of si vine prison- 1980. the prison staff of 750 will 


1980. the prison staff of 750 will 
outnumber the inmates. 

Sophisticated electronic and me- 
chanical units are used to seal off 
each floor in the blocks, containing 
the prisoners in units of 24 cells. 
Each unit has a leisure or dining 
room and two television sets, and 
radio is piped into each cell. 

Secunty arrangements at the 
prison arc regarded as tight enough 
to do without outdoor guard duty. 
A closed-circuit television system 
maintains surveillance, but cameras 
are not placed in the residential 
units. "We have tried to strike a 
balance between security and 
livability.*’ said Mr. van der Goor- 
bergh. 

Tel Aviv Cuts 
Food Subsidies 

TEL AVIV, March 18 (UPD — 
Israel today cut government subsi- 
dies of basic Tood products, effec- 
tively raising their prices by an av- 
erage of 30 percent. 

Included in the price hikes are 
bread, milk products, oil, eggs, 
chicken, margarine and flour, ac- 
cording to reports published in 
today's newspapers. The price for a 
loaf 'of white bread will be 3 
pounds (15 cents), a liter of milk 
will cost about 5 pounds (25 cents), 
a 200 gram package of margarine 
will cost 3.20 pounds ( 16 cents) and 
chicken will cost about 40 pounds a 
kilogram (about $2). 

The Hisiadnit Labor federation 
declared a general four-hour work 
strike for tomorrow and organized 
a mass rally in Tel Aviv to protest 
the price hikes. 


By John Vinocur 

BONN (NYT) — Early last year, 
Edward Heath, the former British 
prime minister, met Chancellor 
Helmut Schmidt of West Germany 
while they were on vacation in 
Aswan, Egypt, and told him. “Hel- 
mut. you must perform more as an 
international leader." 

Mr. Schmidt's reply, according 
to a man close to the chancellor, 
was that because of Germany's his- 
tory he was not eager “to perform 
on the world stage.” 

More than a year later, after 
what was described as a similar ap- 
peal to the chancellor from Premier 
Constantine Caramanlis of Greece, 
there are signs that Mr. Schmidt is 
cautiously moving toward bringing 
the wealth and economic strength 
of West Germany into a greater 
world leadership role. 

Change in Diction 

In the last three months, there 
has been an unusual change in dic- 
tion within Mr. Schmidt's entou- 
rage when the discussion turns to 
the country's involvement in world 
affairs and its concerns about the 
foreign and economic policies of 
the United States. 

In January, reporters here were 
cautioned about making too much 
of the meeting in Guadeloupe at 
which Mr. Schmidt met on an 
equal footing for the first time on 
noneconomic matters with the lead- 
ers of the United States, Britain 
and France. But last week, a West 
German official with access to the 
chancellor's views referred to the 
Guadeloupe meeting as “the 
deflowering,” suggesting it was the 
first clear sign of West Germany’s 
entry into a new area of interna- 
tional activity. 

Transformed Approach 

The same official, after seeking 
in January' to minimize Bonn's role 
in trying to assist Turkey with its 
financial difficulties, now says that 
West Germany is leading the’ major 
powers in their effort to aid the 
Turks. The official said that the 
other nations involved have so far 
failed to perform up to West 
Germany's standards. 

The attitude, or at least the 
approach, of Mr. Schmidt appears 
to have undergone a transforma- 
tion. For the last year or so. he has 
talked to visitors on an ofr-lhe- 
record basis about what he calls the 
abdication by the United States of 
its world economic leadership, and 
the dangers of this situation. 

At a seminar m Hamburg in 
April. Mr. Schmidt seemed to come 
close to saying publicly what he 
had said so often in private. But 
when a correspondent tried to ob- 
tain the text of the chancellor's re- 
marks he was told that there was 
none and that inexperienced local 


reporters had oversimplified and 
distorted Mr. Schmidt's views. 

Now. this month. Mr. Schmidt 
has taken his opinions to a virtually 
public forum in West Berlin tha’i 
was attended by many journalists. 
It can be assumed he was aware 
that his remarks would be reported 
vi hen he said that the United States 
had given up its leadership in the 
economic field, that it had no ambi- 
tion to resume iL and that Europe 
must provide substitute leadership. 

No Carter Blame 

An American who attended the 
forum paraphrased the chancellor 
as having said: “What can you 
think of a country that just prints 
money, letting S5ti0 to $600 billion 
float around the world out of con- 
trol. and thus threatening the fabric 
of Western life with disintegra- 
tion?" 

The chancellor did not blame 
President Career for the situation 
— he said it had been going on 
since 1970 — but he said it necessi- 
tated his moving with France to 
create the European Monetary Sys- 
tem as a dam against the dangers 
presented by an unbridled mone- 
tary system. 

An associate of the chancellor of- 
fered a reply full of nuances when 
he. in turn, was asked last week if 
Mr. Schmidt's apparently changing 
role related directly to his con/T 
dence in the United 'States. 

The chancellor was described by 
his associate as having full confi- 
dence in the determination of Unit- 
ed States to defend Europe. More- 
over. he was said to have no com- 
plaint about Mr. Career’s interest in 
departing from an interventionist 
role, referred to here as “the Ton- 
kin Gulf. Bay of Pigs philosophy.” 

But this situation’s implication 
for West Germany, according to 
the chancellor's associate, is “that 
we want to strenthen our own iden- 
tity in order to strengthen our own 
freedom to maneuver. There has to 
be a substitute for some of the 
Qualities that the United Slates has 
decided not to deliver.” 

Despite Mr. Schmidt's reported 
difficulties in establishing a close 
relationship with Mr. Carter, the 
chancellor is thought to believe that 
a change in U.S. leadership would 
not mean significant movement 
away from current U.S. attitudes. 

National Interests 

One of the conclusions that Mr. 
Schmidt is described as having 
drawn is that West Germany must 
“introduce more clearly and out- 
spokenly our national interests into 
NATO and vis-a-vis the United 
Stales.” 

While staying away from its 
extremes. Mr. Schmidt might be ex- 
pected increasingly to employ some 
of the elements associated with 
Gaullism. These would include em- 


phasizing West Germany's inde- 
pendence and developing its rela- 
tionship with the Soviet union._ 

“This would fit in," a U.S. diplo- 
mat said, “with what I feel is Mr. 
Schmidt's general downbeat atti- 
tude on the United States. That's 
where I feel his bean and head 
are." 

Mr. Schmidt's inierest in improv- 
ing relations with the Soviet Union 
has so distressed some prominent 
Americans, including a former 
Cabinet member, that they have 
written to West German friends to 
tell of their concern. This concern, 
the associate of the chancellor said, 
was overdrawn, but he added: 
“West Germany must consider the 
genuine interests of the Soviet Un- 
ion in our foreign policy. 

Fear of Neutrality 

The fear expressed by some 
Americans is that the Soviet Union 
thinks that pressure and entice- 
ments. such as suggesting it might 
be willing to talk about the reunifi- 
cation of Germany, could push the 
Schmidt government toward neu- 
trality. 

When his associates are asked 
about Mr. Schmidt’s ambitions and 
what he considers to be the limits 
of his room for man never, the an- 
swers run together. 

Mr. Schmidt was described as 
not having an ounce of “a Bona- 
parte” in him. His reply to Mr. 
Heath that he was not eager to per- 
form on the world stage remained 
in effect with the realization that a 
very open change in the West Ger- 
man role would cause anxieties. 
The chancellor was said to consid- 
er. however, that West Germany 
should not hide its strength ana 
that it could not refuse responsibili- 
ty. 

Bui there are other, obvious lim- 
its on the options of the chancellor. 
West Germany remains a nonnu- 
clear count!} 1 bordering two Com- 
munist slates, largely without sig- 
nificant natural resources or its 
own energy supply. In times of lit- 
tle tension, it looks remarkably 
powerful. In limes of trouble. West 
Germany appears suddenly vulner- 
able. 

This vulnerability extends to the 
chancellor himself. He is remarka- 
bly popular at home as a result of 
his decisive approach to govern- 
ment and his skills as an economist 
and defense expert But he remains 
a hostage of the Social Democratic 
Party, which is sharply divided be- 
tween moderate ana left-wing fac- 
tions. 

This leaves die political ground 
under Mr. Schmidt’s feet m less- 
than-firm condition. It is one of the 
facts that dictates the caution with 
which he must move in giving Wesl 
Germany a more decisive role in 
world affairs. 
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PEMEX 


Petroleos Mexicanos 

(a decentralized Public Agency of the United Mexican States) 


U.S. $50,000,000 
Five Year Term Loan 


Managed by 

Union Bank of Switzerland (Securities) Limited 


Provided by 

Union Bank of Switzerland 

Bayerische Vereinsbank Societe Generate de Banqne S.A. 


Agent Bank 

Union Bank of Switzerland 


This Advertisement appears as a mailer of record only. 

These Bonds have been sold'Otuskte the United States of America and the Netherlands Antilles. 


New Issue 


1st March, 1979 


U.S. $99,900,000 


CIBA-GEIGY Overseas Finance N.V. 

(Incorporated with limited liability in the Netherlands Antilles) 


74,000 4 per cent Guaranteed Convertible Bonds due 1994 
of U.S. $1,350 principal amount each 


convertible into 


Bearer Participation Certificates of SFr. 100 par value each 
(initially at the rate of two Bearer Participation Certificates for each Bond) 


of 


and unconditionally guaranteed by 


CIBA-GEIGY AG 

l Incorporated in Switzerland ) 


Issue Price 100 per cent- 


Union Bank of Switzerland (Securities) Limited 


Credit Suisse First Boston 
Limited 


Swiss Bank Corporation (Overseas) 
Limited 


Abv Dhabi Investment Company 
Band Coanerdale Italians 
Bonk Julios Baer IntennUonaJ Limited 
Bonk Lea Inttnutfoaa] limited 


AJgmenr Bonk Nederland N.V. 

Banco del Gottardo 

Bank fUr Handel end EfTekten 
Bank of NT Batterfidd & Son Limited - 


Ams f er d a i n-Botmdain Bank N.V. 
Bank of America Internat i onal Limited 
Bank of HeUaki Limited 
Bankers Trust Interoatioeai Limited 


Banqne Arabc et Internationale dTawtissement CB-AJUL) Banqne BmeUcs Lambert S.A. Baaqoe de rindodrine et de Suez 
Banqne Natkmale de Paris Banqne de Paris et des Pays-Bas Banqne de Paris et des Paj^-Bas (Salat) S.A- 

Baaqne Popahdre Suisse S.A. Luxembourg Banqne de IXnhm Curapeemte Baring Brother, & Co., limited 

Boytrische Vereinsbank Berliner Handets- tmd Frankfurter Bank Blylh Eastman Dillon A Co. Internatkiaal Limited 
BJSJ. Underwriters Limited Cbxse Manhattan Limited Cbeaital Bank Interaatkmal Group Citicorp Inter n a t ional Group 
Co mm er z bank Aktiengaeltsdaft Cre t i n in stalt-Bamrmria Credit Co m mercial de France Credit Lyonnais 


Den Danske Bank af 1871 Aktiesekkab 
Dresdaer Bank AJtlierwcsdkdian 
Goldman Sachs Intenmtioaal Corp- 
Handcbbaak N.W. (Owwal Ltaufcd 
Kredkthank SA. Lnxembowgeohe 
Manufacturers Hanover Unhid 


Den norske Credit bank Deutsche Bank A.G. 

Enromobitmre S.pJL European Banking Company Limited 

Groapeamit des B an qa k na Prnds Cenevoct Hambrtt Bank 1 Imhuwl 

HOT Samuel A Co. Limited Khkvoit, Benson United 

Kuwait Investment Company (SAJL) Lloyds Bonk International United 

Merrffl Lynch International A Co. Saasoel Mootegn A Co. United 

Morgan Grenfell A Co. Limited Morgan Stanley International United Nomura Europe N.V. Orion Bonk United 
RotfaKfcRd Bank AG Salomon Brothers International A. Sarasin A Cfc J. Henry Sdvodcr Wagg & Co. Limited 
Skandmaviska EnskDda Banken Sockta Fntuzfari* Assfcnretim (RAS Groap) Sodfti Bancaire Barclays (Overseas) Limited 
Soesttf GtaEnrie Soddtf G4a*raJe de Banqne S A. Srenska Handefabanken 

Verfaand Sdnvdmriseher KanMttalhanlun J , Voaiobd A Co. $. G- Watag A Co. Ltd. 

Westdarfschc 1 Qfronstaik Wood Gandy United YrunakW International (Europe) United 
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: Euromarket ; . 

Unpleasant Resemblance Seen 
To 1973-’74 Market Turmoil 

By WiJJi.mi Ellington 

LONDON March IS |AP-DJ) — ccm h\ mid-summer. Moreover 

' rSowineThMile n f CS 'V' 1 P r,c T s ‘ hc dollar weakened considerably 
. following the loss of production in by the autumn or 1974 as oil-prcv 

! ?Fi^ll M / nV '[ 0nm u i:f11 ,n ducin S hepped up their im- 

the Eurobond market that has an ports from ihe major industrial 
• unpleasant resemblance to 1973-74. countries and had to purchase 
an Kf a !-^ . , , . Sluter amounts of non-dollar cur- 

l jjf ea ^ er . P^iod when oil rencies to nav for the imports. Lat- 

aSv iP rf'* lhe t m u r H LS for er ' lhl ‘ oil-producing states also 
' Uii rnauona j I v floated bonds in started to dtversifs their dollar 
‘ franc* and holdings into other currencies, 

. do,lar * fell successively into dtsar- which reinforced the dollar’s down- 
. ray as worries about rising inflation trend 
ensued Now. a similar pattern While no one can be sure 
5e ?/J LS r ° ^ erner gmg. perhaps in a whether the present high prices for 
tntlder Torm. crude oil in the open market wijl 

When large oil price increases hold and will have financial effects 
were established in stages in late similar to those that occurred in 
973 and in the hrsi Tew momhs of N73-74. the international bond 
1.974. the markets for DM and market is beginning to act as if this 
bwiss-franc denominated bonds were the case 
were particularly hard hit as short- For instance, the Swiss bond 
term interest rates for those curren- market collapsed this week, with 
cies rose by more than 4 percentage declines registering four and five 
points, in contrast, the initial reac- points. While the Swiss market has 
lion for the dollar was favorable. had to cope with a flood of new a 
It was reckoned that West Ger- is>ue.v investors have been holding 
many. Switzerland and other coun- hack because of expectations that 
tries would have to buy more dol- Swiss retail prices will rise between 


lars to pay for oil imports. And 
from the beginning of November 
1973 until mid-February 1974. the 
dollar steadily strengthened against 
the mark, rising by more than 1 1 
percent. 


4 and 4'? percent this year — more 
than the yields available on long- 
term bond issues. 

The international market for 
DM bonds has demonstrated some 
recent signs of recovers- after weak- 


New York Stock Market 

By Varvanig G. Vartan 

NEW YORK, March 18 (NYT) — Energy-related issues struck pay dirt 
last week on Wall Street and, in the process, helped the popular stock 
averages 10 continue advancing. The Dow Jones Industrial Average rose 
9.9b points to 852.82 after running ahead 27 points in the previous week. 

At the American Slock Exchange, the market value index pushed ahead 
b. 1 1 points to 172.77. This placed the index within striking distance of its 
record of 176.87 set last Sept. 13. 

Symbolizing the strength in energy issues on the New York Slock 
Exchange, Superior Oil touched a high of 364 on Friday. Superior, bear- 
ing the highest price lag on the Big Board, has doubled in value from its 
low of two years ago. 

Plans for a merger study between Superior and a company it controls. 
Canadian Superior Oil, also sent the laner issue booming 10 a record on 
the Amex. 

A broad group of oil-and-gas Issues, including Standard Oil (Indiana). 
Mesa Petroleum, Continental Oil. Marathon Oil and Louisiana Land and 
Exploration, sold at their best prices for at least a year. 

Back in the mid-'6U.s. a fortunate few got in on the ground floor of 
McDonald’s slock. A purchase of 100 shares cost $2,250 at the initial 
offering price. By hue 1972, as the industry grew and McDonald's 
prospered, that initial purchase was worth $141,000. 

Today, the fust-food industry is even bigger potatoes, with gross re- 
ceipts running well over $20 billion a year. Menus have expanded and 
range from pancakes and scrambled eggs at breakfast to steak for dinner. 
Bui the picture is not all rosy. Slower growth, higher meat costs and 
gasoline shortages are some of the fears that plague the industry. 

On March 8, a Thursday when the slock market happened to be doing 
well in general, the shares of McDonald's went the ocher w-ay. They repre- 
sented the only issue on the New York Stock Exchange to sell at its lowest 
price (39‘.j) within the last year. In fact, for the company whose slogan 

(Continued on Page 13, CoL 3) 


Xews Analysis 


Futures Regulators Move Against Rigging 


Of equal importance For the Eu- ening drasticallv lust month. How- 

a.-tllo- —..-I,,.. - J l;_ . „ _ - ... 


rodollar bond market was a decline 
in short-term dollar interest rates in 
the same period. The widely- 
watched six-month Eurodollar rate 
fell from 9.25 percent offered at the 
begining of November 1973 to 8.31 
percent at raid- February 1974. even 
though U.S. inflation was already 
beginning to accelerate in that peri- 
od. 

A/terwards, of course. Eurodol- 
lar interest rates went through the 
roof, reaching more than 14 per- 
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plied by the National Association of Securities 
Dealers, me, are no! actual transactions but are 
representative Inlerdealer prices ol which these j 
securities couta have been sold. Prices do not In- 
clude retail markup, markdown or commission. 

Soles supplied by NASD. 
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ever, the amount of new offerings 
has had to be cut severely. Last 
week, no new offerings were sched- 
uled. Moreover, short-term DM in- 
terest rates hjve steadily been edg- 
ing higher. For example, six-monlb 
Euromark deposit rates are current- 
ly 4.63 percent offered, up from 
4.25 percent a month earlier and 
3.75 percent at the beginning or the 
year. 

The international dollar bond 
market has had its problems with 
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i*x* many new issues hitting the 
market ui once. Nonetheless, it re- 
cently has been holding steady due 
to a strengthening of the dollar 
against the mark and other curren- 
cies and a leveling off of Eurodollar 
interest rates at lower levels. 

Even so. many market partici- 
pants are still predicting a further 
rise in dollar interest rates, which 
they say could easily be accompa- 
nied by a decline of the dollar in a 
pattern similar to 1973-74. "If there 
is any general agreement in this 
highly fragmented market it is that 
things will get worse before they get 
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better." says Ian Kerr, portfolio 
adviser aL Kidder Peabody Interna- 
linnul. 

For the lime being, portfolio 
managers generally appear to be 
opting for investment in floating- 
rate noies (FRNs). These instru- 
ments offer some protection 
against capital loss when interest 
rates are rising because the coupon 
changes periodically in line with 
money-market rates. Therefore, the 
prices do not have to decline to 
bring the yields up. The latest FRN 
offering is a $30-million. five-year 

(Continued on Page 13, Col. I) 


By Jerry Knight 

WASHINGTON. March 18 
1 WP) — First potatoes, ihen coffee, 
now wheat. 

Three limes in the last 10 days. 
U.S. regulator# have uncovered evi- 
dence that speculators were trying 
to rig trading in a staple of' the 
American diet. 

In each case, the Commodity Fu- 
ture* Trading Commission took un- 
precedented action to protect con- 
sumers from artificially inflated 
prices. 

It was the fear of market manip- 
ulation that led Congress in 1974 to 
create a U.S. regulatory agency for 
commodity markets. But it was noi 
until last v*eek that the agency 
demonstrated a willingness to use 
all of its powers lo bring order to 
the often-chjotic trading. 

But simultaneous crises in three 
markets have helped expose the 
problems confronting the under- 
staffed and largely neglected com- 
mission. the only U.S. regulatory 
agency in Washington still run by a 
Republican administration holdo- 
ver. 

Resistance to regulation in the 
commodities markets is so strong 
that the Chicago Board of Trade 
has arranged to have a U.S. judge 
hold a hearing in Chicago ihis af- 
ternoon on a request for "an injunc- 
tion overturning the commission’s 
decision to halt trading iit March 
wheat futures to prevent manipula- 
tion of the market. 

The Chicago Board is the 
nation's oldest and most respected 
commodity exchange, and control- 
ling it is the least of the agency’s 
problems. 

The latest evidence of trouble in 
the potato market has led Sen. 
Frank Church. D-ldaho. to revive 
efforts to outlaw trading in potato 
futures. A drive to ban trading in 
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cattle futures is being mounted by 
Rep. Neal Smith. D-Iowa, chair- 
man of the House Small Business 
Committee. Rep. Smith claims dial 
the caule-futures market is used by 
meat processors 10 jack up the price 
of beer. 

The commission has proven to 
be virtually powerless against the 
seamier siiie of the commodities 
business, the high-pressure sales- 
men who sell phony futures in gold, 
platinum ana diamonds by tele- 
phone. 

The commission's legal authority 
is so limited and iis staff so small 
that commodities conmen, after 
they are caught, just pack up their 
telephone boiler rooms, rewrite 
their sales pitch to make use of an- 
other legal loophole and go back 
into business. 

The agency's troubles in keeping 
the commodities markets clean will 
be aired next month when the Sen- 
ate Agriculture Committee begins 
confirmation hearings on James 
Stone, the Democrat belatedly 
nominated by the White House to 
head the commission. 

Mr. Slone has no experience in 
the complex commodities business, 
bui as insurance commissioner for 
Massachusetts, he established j 
reputation as a consumer advocate 
and "tough cop” who can police his 
territory. 

That territory is a muliibillion- 
dollar business that few outsiders 
can comprehend. Rather than deal- 
ing in real bushels of wheat or bags 
of potatoes or coffee, futures trad- 
ers buy and sell contracts for deliv- 
ery of a certain amount of the com- 
modity at a specified date. 

Organized to take the risk and 
quick price fluctuations out of the 
markets for farm products, trading 
has expanded rapidly in recent 
years as futures markets were orga- 
nized to deal in everything from 
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frozen chickens to orange juice to 
gold and home mortgages. 

The exponential growth of com- 
modities trading has far 
outstripped the growth of the com- 
modity regulatory agency. 

The commission's enforcement 
division, its first line of defense 
against market abuses, has a back- 
log of cases and barely two dozen 
lawyers. 

Last week, the agency issued for- 
mal charges growing out or an in- 
vestigation of coffee- market manip- 
ulation nearly two years ago. The 
companies involved in that case 
have continued to irade in coffee 
futures, and commission officials 
are investigating subsequent abuses 
in coffee trading. 

An authorization bill to keep the 
commission in operation got 
through Congress last year on the 
day that the agency was to go out 
of business, and the commission 
has fared litrle better in the White 
House. 

The Carter administration has lei 
two Republican appointees run the 
commission for the last two years. 
Its first chairman. William Bagiev, 
was the only regulatory agency 
chief not immediately replaced 
when the Democrats took over. 

Since Mr. Bagley resigned last 
fall to practice law In the commodi- 
ties field, the acting chairman has 
been Gary Seevers. a politically in- 
dependent technocrat appointed by 
Richard Nixon. 

Mr. Seevers' term is abouj to ex- 
pire and he is seeking renomina- 
tion. The White House also has to 
decide whether to reappoint com- 
missioner Reed Dunn, whose term 
also is expiring. 

No longer just an arm of the Ag- 
riculture Department, the commis- 
sion. however, is still beholden to 
agricultural interests in Congress. 
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who vote on its budget and its top 
appointments. 

For the farm-state senators who 
will weigh the nomination of Mr. 
Stone to head the commission, the 
big question will be whether he can 
balance his determination to pro- 
tect consumers with the commodity 
industry’s traditional insistence on 
self- regulation. 

The commission came down on 
the side of the public on that issue 
last week, in a decision that Mr. 
Seevers described as "a very close 
call for the commission." 

Infuriating officials of the Chica- 
go Board of Trade, who accused 
the commission of interfering with 

the "natural forces" of supply and 
demand, the Commodity Futures 
Trading Commission halted trad- 
ing in wheat futures for March 
delivery. 

The commission acted after in- 
vestigators found that four profes- 
sional commodity traders con- 
trolled almost W percent of ihe 
contracts for March wheat delivery. 

Unlike holdings of stock, which 
are a matter of 'public record, fu- 
tures investments ore a closely 
guarded secret. But public records 
showed that speculators held con- 
tracts calling for delivery of 11.8 
million bushels of wheat, and the 
biggest single holder was entitled to 
delivery of 2.5 million bushels of 
wheat. 

That was more than all of the 
wheat in Chicago. Because of a 
smaller- than-usua I crop, there were 
less than 2 million busnels of wheal 
available last week. A year ago 
there were nearly 17 million bush- 
els. 

That shortage allowed the four 
speculators who had cornered the 
market to try to pull off what is 

(Continued on Page 13, CoL 5) 
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All of the Notes having been sold, Ms announcement appears as a matter of record only 
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Manufacturers Hanover Limited Banqne P 

Credit Suisse First Boston limited 
Continental Illinois Limited 

Dresdner Bank Aktiengesellschaft 

Kuwait Investment Company (S.A.K.) 

Lloyds Bank International Limited 
Nomura Europe N.V. 


Banqne Nation ale de Paris 


Union Bank of S witzer land (Securities) 


Aiahli Bank of Kuwait (ILS.C.) 

Arab African International Bank, Cairo 


Algemene Bank Nederland N.V. 
Bancs Commerciale Italiana 


Amsterdam-Rotlerdaia Bank N.V. 
Bank of America International Limited 


MONEY 

HARD & SOFT 

Bre ndan Bro wn 

PioxkJm a new perspeckv® on mternoiionpl 
linpnce • i*ch i" metaphor' Bob w t Z. flBur 
THi boo* meet* a long- let' noed for on up 
e.pfcjraftcn of irternaftcnal Cwtientf 

mail ah. valuable lo busnnsmen and bar* 
eii Samuel Britton. 

An ervtr'icmng and infoi motive b&J The 

Banker. 

An e-o,ed and hoppy di^ovmer oi o giea> 
mem, of -me, national currency dealing 

Ike SceH m c m . 

An mirrrynng onalym on gold Sunday 
Time* (Ja’burgJ. 

MaanfUan UK prim £10 


ai Bcddiq^ a mda. by pat n 4 Bn4s, BCW fct 

107. WC1WJO. 


Bank Gotzwiller. Knrz, Bragenu (Overseas) Limited The Bank of Tokyo (Holland) N.V. 

Banqne Francaise dn Commerce Extdriev Banqne de fladodmie et de Suez Banqne de Paris et des Pays-Bas 

Banqne de Paris et des Pays-Bas (Suisse) S~A. Banqne de PUaioo Emop^enne Banqne Worms 

Barclay Bank Inteinational Limited Baring Brothers Asia Limited Bayeriscfae Hypotkeken-ond WechseLBank 

Bergen Bank Berliner Handets-ond Frankfurter Bank BNP-JDaiwa (Hong Kong) Limited Bnrgan Bank S.A.K. 

Ccntrale Rabobank Chemical Bank international Limited Commerzbank. Aktiengesellschaft Copenhagen Hand els bank 

County Bank Limited Credit Agricole Credit Lyonnais Credit dn Non! Daiwa Europe N.V. 

DBS-Daiwa Secmities International limited Den norske Credit bank Euro pean Asian H»»ir 

Eoropean Banking Company Limited First Chicago Asia Merchant Bank Hmi*«i 

P.T. First Indonesian Finance and Investment Corporation (Ficorinvest) Fuji International Finance Limi ted 


Getrassenschaftiidie Zeotralbank A.G. Vienna 
Knhn Loeb Lehman Brothers Asia 


Hambros Bank Limited 


»d LBJ International Limited Kredietbank N.V. 

Kuwait Foreign Trading Contracting & Investment Co. (S^XJK.) 


Kuwait International Investment Co. &a.k. 


Mitsui Finance Eorope Limited 


L.T.C.B. Asia, Limited 
Morgan Guaranty and Partners Limited 


Orion Bank Limited 


Privatbanben Aktieselskab 


Salomon Brothers International 
Skandinariska Enskflda Banken 


Singapore Nomnra Merchant Banking Limited Skandinariska Enskflda Banken ! 

Societe G4nerak Societe Generale de Banqne S.A. 

Swiss Bank Corporation (Overseas) limited Tokni Kyowa Morgan GrenfeU limited 

Trident International Finance Limited Verems-tmd West bank Aktiengesellschaft 

Yamaicfai International (Nederland) N.V. 


ManoTactnrers Hanover Asia, Limited 
The Nikko Securities Co., (Emnpe) Ltd. 

Sanwa Bank (Underwriters) limited 
Societe Bancaire Barclays (Suisse) S.A. 
Ssmitomo Finance International 
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HmeBcnM 
HmstdF 
Hwnrwd 
Hocilnd 
HookOra 1.20 
Hoover J4 
HorlzBn IJO 
HosnTr 2.12 
Hugh Sup J4 
HunlMF JO 
HnlgBs 1.74b 
Hvattlnt 
Hvster 1 JOa 
IMS I nt JO 
Idaho Fn 58 
IdleWld JO 
Impel I J6 
indSqS lJ8a 
IndPBsb jOb 
indUAc } 
indnaGp JO 
indnaNI JO 
ldp>Wal2.12 
IndEIHr 
■ndNucf 
IndValB 2J0 
Inlorcx 
Infainli .14 
InlaMag 
Infaln 
I list Lab. 14 
lnlegEnt .05e 
inlelCP 
InlrcEnr 
ir.lrcft JOa 
InHcMec 
Inlertnl 1.10 
inlmlGs 1.40 
inBkWsh 36 
InBkWsA ,3t 
InlCIris 
IntOalrv 


Sola: in 

1004 Hkm 

Net 

Low Last Ch'H 


Soles In 

100s Hlyi 

N#f . 

Law Last CUV# ! 


Sain In 
* 100s High 

Law 

Wf 

Lost OiVk 

ued from Page 9.) . 

intKingT M 

91 

44k 

4% 

4% 

Mod&GE 1 J8 

98 

154k 

15% 

15%— % 

539 

13% 

126k 


infRrah J2 

44 

<2 

11% 

12 1 

uavmoE 

87 

4% 

4 

4% 

344 

17% 

11% 


intrPlpijo 

28 

15 

14% 

IS + % 

Maamp 

480 

ink 

114k 

11%+ % 

2266 

7-1* 

% 


Intersil .IBo 

1246 14% 

13% 

14%+ % 

Magnet J3r 

13 

Kk 

84b 

m 

257 174 

168 

170 —7 

Intexl 

188 

74fc 

7% 

74k— Vk 

MolorRt 

383 

1 

1 

i 

55 

10% 

TOVs 


IwaSoUl 228 

38 

25 

25 

25 

Moklts JOe 

80 

32 

3046 

32 +nt 

x?3 

15% 

15 


Isrtlnv 1.10 

16 

21% 

21 

21%+ % , 

Mollkrtl 

774 

3046 

39% 

29% — 1% 

18 

9% 

9% 


IloYokd ,13r 

1 

29 

28 

28 -1 ! 

MgtAlst 

3015 224k 

51% 

214k+ % 

x25 

19 

18% 


UevJB .76 

xS6 

15 

13% 

1346- 46 

Monltw .S2 

78 

17 

16% 

16% — % 

334 

20% 

19% 


J LG lad J A 

129 

20% 

19% 

1946— % 

ManMav 

194 

346 

74b 

246 

222 

3% 

3Vk 


JamWFr 

221 

8% 

7% 

846+ 46 | 

MfBkLAJOb 

277 

14% 

134b 

14%+ % 

231 

3% 

3 


JarrwRlv JJ 

176 

26% 

26 

26 %— V* 

WrsNal 2 

49 

27% 

27 

77 — % 

in 

14 

14 


Jamsbv .50 

49 

16 

15% 

1546+ % 

MfgDqrtaJO 

X269 1946 

19% 

19% 

144 

2Q% 

19% 

20%+ % 

jpnAIr 1 J7e 

0 142 

139% 139%— 2% 

Marcus 

71 

7*k 

7H 

746+ % 

249 

16% 

14U 

14=%+2% 

JeffNLf J2 

191 

Z6 

25% 

2S14- 46 

WcrrmCP 1-52 

x!5 

27 

2646 

264t— % 

22V 

22% 

22 

22%+ % 

Jenoa .14# 

48 

8 

7% 

746- % 

WarNut 

68413-16 15-1613-16+ % 

840 

24% 

23% 

24+1% 

Jerrlai.10 

771 

15% 

15% 

15% — % 

MarPorsJOe 

11 

39% 

38% 

39%+ % 

94 

23% 

23% 

m+ =4 

JTilrmck 6 

158 

14% 

13% 

13% — % 

Wwlw.20# 

854 

15% 

14% 

1546+1 

60 

J3% 

12Vz 

12% 

Jtiirmk wf 

65 

6% 

5% 

6 -4k 

VtorkW 

157 

6% 

644 

4% 

86 

18% 

18 

18% 

Jowahn JO 

83 

16 

15% 

1546 

MarshSu JO 

594 

64k 

6% 

6% — Vk 

212 

11% 

11% 

11% 

JosIvnM 1 JO 

284 

20 

17% 

1946 + 2% 

Marsh 11 1-38 

Z7 

26% 

25% 

26 + *6 

69 

13% 

I3*k 


Justin JO 

174 

22% 

22% 

22% — Vb 

MrldNat J6 

352 

15 

14% 

15 + >6 

51 

9% 

9*k 


KDlCn 

706 

2% 

2>A 

2%— % 

Moth lea JO 

17 

6% 

6 

6% 

74 

19 

18% 

1B%— % 

KABSInd 

1084 

1% 

1% 

m+ % 

MaulLP J4 

37 

27% 

25 

27% +2% 

504 

8Vs 

7\> 


KPJWPet 

803 

3% 

2% 

3%+V* 

MayPef 

1104 71k 

7% 

746+ % 

1119 

22% 

21% 


KalsSt pfl J6 

4 

18 

18 

18 

May nOll 

240 

54k 

5% 

5%- % 

238 

2% 

2% 


Kallstad 

81 

4% 

4% 

446 

McCorm J4a 

433 

14% 

13% 

14%+ % 

22 

12% 

12% 


Kalvar 

177 

m 

1% 

146— !* 

McDowE ,15# 

390 

16% 

16% 

Wk+ % 

,53 




Kaman JO 

57 

17% 

17% 

1746 

(WcFdrlE 

1121 

446 

3% 

44k+ 46 

117 

1% 

Ilk 


KmpAm J4 

33 

13% 

13% 

13Vk 

McQuay J4 

375 

10% 

10% 

10% 

4 

35 

34% 


KnCtyLI2 

34 

56 

« 

56 +1 

MedQen 

510 

12 

11% 

1144+ % 

94 

8% 

S'jb 


KnSNtw J6 

195 

12% 

124k 

12%+ Vk 

Medfwd JO 

16 

29 

28% 

29 + % 

76 

19 



Kebo 

6131 11-16 MM6I1M6 

MeenanOJ4 

W 

8 

7% 

Vfi — % 

132 

16% 



KgllvSv 1 

40 

2B 

28 

28 

Mellon N 1 J4 

395 

27% 

27% 

27%+ % 

380 

18% 

17’ z 


Kemper 1O0 

434 

29 

38% 

28%— % 

Mentor 

271 

7 

6% 

7 + % 

13 

17*. 

13 


Kennotn 

123 

11% 

11% 

11%— % 

M#rcBco2J2 

37 

25% 

7946 

25% 

434 

28% 

27% 


KenlMre JB 

21 

15 

14% 

14% — % 

MercBkl 

323 

11% 

1146 

1146 

243 




Kenton 

62 

15% 

15% 

15% 

MsrcpQ 

B 

■MV, 

34 

34%+ % 

228 

17% 

16*. 


KvGenU JO 

109 

14% 

16 

16 — % 1 

MerBN Y lb 

x0 

40 

40 

40 

387 

17% 

16% 



21 

12% 

12% 

124b + % 

March Tn 1 

70 

19V 

1946 

1546 

*70 

18 

17% 

17fe— % 

K#yPhrJ>2 

240 

23% 

21 

23%+146 

MeraiNtIJO 

8 

27% 

22% 

22% 

152 

2% 

2% 


KevstFd JO 

192 

1446 

14% 

14% — % , 

TWlerryCo JOr 

188 

13% 

13 

13%+ % 

435 

27 

241k 


Kimball J8 

52 

16% 

16% 

1646 1 

MetroDvl J6® 

4 

14% 

1346 

134b- % 

4Z7 

14% 

12% 


Kinder# Jb 

44 

12% 

1? 

12%+ % 

MeverF AOb 

276 

29% 

29 

29% 

44 

9% 

8% 


Kina ml 

222 

11% 

10 

1046- % 

MIchNtl lb 

130 

23 

22% 

224b 

59 

IJU 

13% 



840 

9% 

8% 

9%+ % 

MicroMk 

213 

12% 

11 

12+4* 

361 

22% 

22 

22%+ U 

KnaseVl 

101 

74% 

14% 

14% 

Mlerdot 

1UH 21% 

194* 

21 +1% 

61 

16% 

14 

16% + % 

KnogoCo 

■ 774 14% 

124k 

I3%+ % . 

Micro! 

1394 

2% 

1% 

2% 

20 

57% 

564b 


KnudsnJOb 

140 

12 

11% 

12 + % 

MlcroSe 

355 

54b 

5% 

54*+ % 

X64 

8% 

8% 


KosorPrl 

187 

15% 

15% 

15% — % 

MldAm J8b 

24 

6% 

546 

544— % 

144 

13'* 

13% 


I KossCp 

118 

4*k 

4% 

44b— % 

MdldGop 

299 

6% 

5% 

646+ % 

107 

12% 

12% 


Krotos 

• 577 

73% 

TZU 

!(%+!% i 

MfdfRes 

21 379 J 7- M 3% 3 15-16+7-16 

4 

18% 

1B% 


Kruylnd 

48 

34 

33 

33 — % 

Midi Ski 2.16 

128 

78 

2646 

28 +1% 

204 

17% 

12% 

12%+ M 

Krueger S2 

793 

11 

10% 

11 

MIdnite Jl# 

139 

5% 

5% 

5% 

25 

8* 

8% 

815— % 


164 

14=U 

14% 

14*+ Vk 

MldWDIS J4 

242 

9% 

9 

9 - % 

44 

8% 

fl% 

P% 

| KyotoCe Jlr 

4 

38% 

37% 

374b- Vk 

MidwFId JO 

105 

23 

22% 

23 + % 

95 

B*k 

8% 

8%+ % 

1 LDSCp 

118 

3% 

34k 

34b I 

MtliHer TJO# 

408 

tm 

21 

22 +1 

739 

4% 

4% 

ay*— *b 

LnZBoy .72 

52 

9% 

9% 

9* ! 

MlllerRt U0« 

14 

14% 

14% 

14%+ % 

2837 


V 


Lacano 

33 

5% 5 3-16 

5% 

Mllllpr JO 

1201 27% 

27 

27% 

7 

19% 

19% 

19% 


72 

12% 

12 

12% — % 

Minesaf JO 

17 

44 

45 

46 +1 

37 


12% 


LkwdBk J4b 

21 

24% 

24 

24%+ % 

MnrRs.lOe 

59231-16 

246 31-16+5-16 

158 

19 

18% 

18%— % 

L oncost J4a 

85 

14% 

16% 

16% — % | 

MlnlCpt 

147 

4% 

4% 

446+ V* 

7 

18 

18 

18 

Lanceinlo 

222 

20 

19% 

19% — 4b 

MlimFab.lOc 

120 

546 

5% 

546+ % 

*146 13% 

12% 

13 + % 

Lanctirt.12# 

9 

5% 

5 

5 i 


194 

8 

746 

74k + Vk 

733 

6% 

6% 

4% 

Land Res 

171 

3% 

2% 

3%+ * 

MlssVIG 1 J8 

x5Q 

14% 

14 

14 

130 

13% 

11 

11 —7 

LndBkFlo JO 

x!26 

6% 

4 

4 — % 

MrSleok JOB 

1T4 

6% 

6 

6% 

5 

49% 

49 

<9 — % 

LaneCo J2a 


20% 

20% 

20% — % 1 

Mitsui JOe 

76 

30% 

29% 

30 — % 

83 

4»%k 

471s 

479b— 1 

Larsen .96 


18 

IB 

18 | 

MadUwt 

76 

9% 

H% 

9%+l% 

45 

19% 

19 

19 — % 

Lawrvs M 

147 

25% 

24 

24%— 1 

ModuCpI 

3446 174k 

15=% 

1646+ % 

y2 

19% 

19% 

19% 

Lawson J2 

394 

21% 

20% 

21%+ % 

Molex J8 

103 

30 

29 

30 +1 

90 

19% 

IfllZ 

Wr—1 

LazoreK 37 

721 

14% 

14 

14% 

Man Cap l.U 

693 

19% 

19 

19 

35 

B% 

7*i 

B’b 

LaadNOI .40 

• B0 

16% 

13% 

16 +2% | 

MonfCol .12e 

137 

8% 

B 

8 — % 

0 

7% 

7% 

7% 

LeorPet.lD 

1445 19% 

17 

19%+2% 

MonuE 

106 

2% 

2% 

Z% 

x!49 

18 

16% 

ie 

LeaPlai JO 

440 

l«k 

14 

14%+ % 1 

MongCP.92 

1001 32% 

30 'A 

32% + 14b 

89 

15% 

15 

15% 

LeisDvn.15 

106 

5% 

5% 

5% — 4k 

AtonPr unl.iOe 

249 

57% 

54% 

57V6+3 

697 

11% 

10% 

n%+ % 

LevlnCPh.10 

139 

10% 

94b 

10%+ % 

MooreCp IJ4 

1749 3046 

79% 

3046+1 

26 

14 

14 

14 

Lewis P.24 

M 

13% 

13% 

13% — % 

Moore Pd JO 

76 

15% 

15% 

15%+ % 

15 

25% 

25% 

25V. — Yb 

LexRs 

2488 

7-16 

4k 

7-16 

JAorFta HI 

48 

5% 

5% 

5%+.% 

48 

22% 

71% 

32% + 1 

LlbtyHo JO# 

705 

4% 

4 

41k 

Momga 

101 

3% 

34k 

3% 

142 

15% 

14% 

15%+ % 



31% 


31% 

MoranB.12b 

x299 15% 

14% 

1546+1% 

17 

34 

33% 

33% — % 



23% 


23%+ % 

Morsnln J8b 

328 

12% 

12% 

17% — % 

102 

14% 

14% 

14% 

LibNtLI 1 

1994 24% 

24% 

24% 

Moslnee J2 

158 

7% 

6% 

44k — 1 

890 

39 

35% 

39 +3% 

LllniGn 1J4 

964 

52 

44% 

52 + 546 

Mostek 

1332 204k 

19% 

1946 

725 

18% 

IB 

18%+ 4b 

1 LMnvsJO 

374 

11% 

11% 

114b+ % 

MotchM JOe 

84 

13% 

13 

13%+ % 

71 

25% 

75 

25 % 

LtdStor .08 

1193 

8% 

7 

B +1 

Motciub.10 

801 

6 

5 

5 —1 

17 

1B% 

17% 

17%— 1 

LlnBcst 

279 

3744 

37% 

37% 

MtnBksl.12 

48 

22% 

2246 

2246 

104 

in 

17% 

17%— <b 

Line lstlJS 

193 

28 

27% 

28+46 

MtnHIgh 

206 

% 

% 

% 

84 

176k 

17% 

17%+ % 



13 


13 

MtnStRs 


24 

19% 

19% 

19% 

LlncTT2J0 

584 

43 

39 

41%+1 

Maxle .10 

99 

34k 

3% 

34k 

842 


151b 

14ia — % 

1 Lindbrg J4 

■ 89 

97fc 

94b 

94b 

MultimM 

101 

2446 

23% 

23% — 1% 

178 

39% 

37% 

39%+Uk 

LiqdAIrlJO 

67 

25% 

2446 

2446—1 

Myers In .36 

94 

10 

m 

10 + 4b 

110 

10=% 

10% 

10%+ Vs 

LkidTm A2b 

15 

10 

9% 

10 + % 

My Ian Lb 

135 

13% 

12% 

13%+ 46 

31 

21% 

21 'A 

21%+ M> 

! Lltmv 

23 


3% 


NCNBCpJO 

840 

114b 

114b 

1146 

5V 

3*4 

3% 

3% 


6 




NNCp2 

309 

31% 

31 

31%+ % 

264 

3% 

3% 

3%— % 

Loaefm JOe 





NNCdpTMO 

4 

34 

34 

34 

31 

73% 

23% 

73% 

La rig Fib 9 JO 

3 250 240 250 +10 

NargCplJOb 

27 

23% 

22% 

22%— 46 

604 

86k 

8% 

B% 

LoOttEx 

474 

8% 

7% 

8%+ % 

NAVIUnd JB 

13 

846 

84b 

846 

140 

10% 

9% 

104b + 1 

Lowes Co AD 

524 

19% 

19 

19%+ % 

NtCntFn 1 J8 

x1A6 21% 

21% 

21% 

159 

sv, 

5V. 

5*'.— \t 

LovlALt JOe 

15 

19% 

1B% 

1B%— 1 

NtCtyCpZSO 

244 

42% 

414b 

42V. + % 

407 

3 

2% 

2%+ % 

LurtaS 

243 

44k 

44k 

4% 

NtCmBcp JO 

53 

6% 

6 

6%+ % 

42 

19% 

19'4 

19'-ii — % 

LvonMtl 1 

17 

17% 

16% 

17 + % 

NCfnNJ 2.40 

11 

2746 

27% 

27% — % 

184 

4% 

4% 

4’/k— % 

MTflrtto 1 JOa 

108 

10% 

9% 

104k + 1 

NtCptSy J4 

95 

TB44 

18% 

1B%+ % 

2277 63 

40% 

62 + % 

MClC 

6354 

5% 

5% 5 13-16+9-16 

NCanvSt JO 

247 

13 

114b 

12%+ 4b 

115 

56k 

5 

5>.— % 

MCI wt 

2316 3 9-14215-16 39k+ % 

NDtoCpJO 

656 

10% 

946 

9% 

21 

11 

104b 

11 + % 

MCI PI2J4 

580 

36% 

324k 

36% +3% 

MEnvCH 

117 

14b 

14b 

14b 

B10 

7% 

5*. 

7% + l% 

MCMCP -12a 

39 

7% 

/% 

7% 

NUeFta J8& 

409 

9% 

B4k 

9%+ % 

122 

17% 

17b- 

17%— 'm 

MFvind JO 

37 

6% 

6Vk 

6% — Vk 

NMIcron 

420 

12% 

11% 

12%+ % 

40 

13% 

l^b 

IV, 

MGFOlIJSr 

671 

13% 

12% 

13%+ % 

NOIdLJ4 

B49 

10 011-16 

94*+l 

735 

10 

P% 

10 

MSI Dot ,40b 

174 

70U 

10% 

)0%— 4k 

NiRvUttl 

060 

1546 

73% 

15% +2% 

331 

K'li 

9% 

10% + is 

MTSSv 24 

243 

21 

19 

21 +2 

NRwLfe J01 

SO 

16% 

15% 

16%+ 4k 

162 

5% 

£*. 

5ib 

McOmid JO 

55 

14% 

14% 

M%+ % 


44 

14 

13% 

13% — 46 

33 

5 

4{k 

5 

MacBlaela 

73 

20% 

1946 

2046+ 9fc 

NBkEllz JO 

31 

84k 

84k 

84k 
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Over-Counter Market 


Soles In Net 

100s High Low Lost Chga 


Sain In Net 

ins High Law Last Ch'ge 


Salnfn Ngt 

100s Hlah Low Loot Ch'ge 


Sales in Net 

1003 High Law Last Ch'e* 


Sales In Net 

UXM Hlah Low Last aide 


NStvM 
ni valve 2.10 
NtWflLf 
Nctwlde JO 
NwKJRE JOe 
NeisnTh J2 
NetwOne 
NevNBC 1.40 
NOVOdSL .70 
NewAFd 1 JOe 
NEfiMer 154 
NHOVWT3J8 
NJNtCP 2J0 
NJNGa»lJ4 
Newel Co JO 
NbwMA 
NewPPtl 
N I colei M 
NlelsnA J4 
NfefsnS .74 
NlaonEI M 
Nissan .nr 
Noble AH .14 
Noland A0 
NardRess 
Nondstr 32 
Norstan J6e 
NABIol 
NaAMind 
NoCarGsl.10 
NoEOI un3L14e 
Norltwlr 
N east Bn 2b 
NaSfBcp M 
NoTrust2 
NwtNGs.M 
NwOhBs 2 
NwtFInJO 
NwFnln 
NwtNtLIlJM 
NwstPSIJO 
NwPrtClJOa 
Nowgca J4 
NOxell .72 
NuclDvn 
NucIMed 
NucIMet 
NudPti 
OakHlIIS 
OakbrkC J2 
OccanDr JO 
OceanOll 
Ocicnetr 
Ocean Ex 
Oceanlnl 
OffsLoa M 
OgllvyM 1.14 
OglbvNZJO 
OhloCas 1.40 
OhCtzTr UO 
OtiFerra 
Oil Base 
OtdKent 1 
OMNtB J4b 
OldRepi U4 
OMStone 1J0 
Olsten JO 
OlvmpB .90 
OmahNt l JO 
OmeaOp JO 
OmnlSaa 
OpteJCp 
Optlcom 
OpHcCL 
oatic Rd 
Orbanco JO 
OrevMet 
OregPCl 
Orton Rh 
Orrox 
Oshman.14 
OsnowP 
OtterTP 2 
Over mv JO 
Oxoc 
PARS VS 
PBAInc J0 
PCAInt M 
PRFCP 
PVOlnf JO 
PabstBJO 
Paccar lJOa 
Pocesetr JO 
PaceFln JO 
PacerTec 
PacCHl.lSe 
PcGaR TJDb 
Pad I Res JO 
PocSIdLt 
PaluleO 
PokoCpM 
PanABsh JO 
PandkPr JSe 
Paradvn 
ParkOh 1 
PaulevP 
PaxIonF 1.12 
PayLOfl JO 


2030 5 4 13-164 1 >14-1-16 


2 34 30 34 + % 
409 Bit 746 84k+ % 

32 1710 17 1716 + '<i 


234 

14% 

14 

14 


129 

13% 

12% 

13% + 

% 

581 

7% 

6‘A 

6%- 

46 

33 

20% 

19 

20%+l% 

302 

21 

20 

20 - 
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These bonds have been sold- This annoncement appears as matter of record only. 


TOTAL 

TOTAL OIL MARINE LIMITED 


EF 150,000,000 


9 % % GUARANTEED FRENCH FRANC NOTES DUE 1987 


unconditionally guaranteed by 


COMPAGNIE ERAN^AISE DES 

PETROLES 


Banque de Paris et des-Pays-Bas 


Morgan Stanley International 

Limited 


Credit Lyonnais 


Dresdner Bank Aktiengeseilschaft 


Abu Dhabi Investment Company 
Banque Bruxelles Lambert S.A. 
Banque de Hndochine et de Suez 


Banque de la Societe Financiere Europeenne 

SFE Group 


Bank of America International Limited 
Banque Fran9aise du Commerce Exterieur 
Banque Nationale de Paris 
Banque de I'Union Europeenne 


Banque Worms Caisse des Depots et Consignations Chase Manhattan Limited 
Citicorp International Group Commerzbank Aktiengeseilschaft County Bank Limited 
Credit Chimique Credit Commercial de France Credit Suisse First Boston Limited 
Deutsche Bank Aktiengeseilschaft Kredietbank S.A. Luxembourgeoise 

Kuwait Investment Company (S.A.K.) Kuwait International Investment Co. S.A.K. 

Samuel Montagu & Co. Limited Morgan & Cie S.A. Morgan Grenfell & Co. Limited 
National Bank of Abu Dhabi National Commercial Bank, Saudi Arabia 

The Ntkko Securities Co., (Europe) Ltd. Societe Generale 

Societe Generale de Banque S.A. Sumitomo Finance International 

Swiss Bank Corporation (Overseas) Limited S.G. Warburg & Co. Ltd. 

Westdeutsche Landesbank Girozentrale 
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Tuck DM 
TwenFC 
TwInC tv JO 
TyronHy J4 
Tyson Fd .16 
t/ACofu JO 
USPRi J9e 
UTLCp 
Unlcaptl 32 
UnlCAm 
UnfHfnc 
Unlmed 
UnlonLI JSe 
UNBkPIt tJO 
UnPintrsJOBr 
UnSpfCp 1 JO 
UnTrBa>lJ2 
Unlshp 
UAThlrs J8 
UnBnA? MW 
UBkNY 1.70 
UBKCol 1 J8 
UnCWTv ,15e 
UCarBsh 1 
UFtcCas 1 
UtdMM 
UnMoBn lb 
UnSvcLf JO 
USBcpl 
USEnr 
USSugr 3 
USSurg 
USTrck 1 JOa 
USTrst 1.90 
UVaBsh 1 J4 
unvinst JO 
Uni Walt 
UnlvPal 
UnlvRE Me 
UpPenP 1J0 
UtohBcp JO 
VaoiRe2J9q 
VollAsc 
VafBkAr 1 JO 
vaivLab 
Valmnt 
VallecCP 
valtekin 
VanDus J8b 
VanDyk 
VanShok JOa 
VandrEn 
Varcolnl ,12 
Varlen JS 
veaaPre 
Vdero JO 
VI cons 
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813 5% 4% 5V6+ % 

712 20% 17% 20% +2% 
120 29 28% 29 + % 

7M 916 9 916+ U 

216 9% 8V4 8%— % 

31 12% 12% 12%— % 
40 11% 10% 11 — % 
344 13M 13 13M+ V, 

*44 49% 47% 49%+!% 
72 6% 6M 6M— % 

145 2% 246 296+ % 

559 14% 13% 1416+ % 
140 346 3% 3% 

1348 1046 B% 9%— % 
80 9 8% 8% — 16 

159 5% 5% 5% 

24 25 24% 25 + % 

207 946 916 946+ % 

27 17% 17% 17% — M 
45 16 16 16 

2490 2% 1 15-14 2%+9*I6 
17B 27 26 26% — >A 

80 1916 19 79 — % 

201 20% 19V4 20% + HA 

81 2446 24 2446+ % 

108 30% 30M 30% 

35 15% 1516 1516 

45 27% 27% 27% 

194 8 7% 7%+ % 

21 18% 18% 18% 

116 I4V6 14% T416+ % 
592 2946 29% 29%— % 
248 9 8% 8% — V. 

25 39 39 39 

448 20% 19% 19Vb— 1% 
151 14% 14 14% 

440 26% 24% 24% +2 
xlOZ 23% 22% 23%+ % 

1S9 21% 20% 21%+ % ! 

33 4% 414 414— lb 

465 12 11% 12 

» fli f 9%+ % 1 

8 17% 17% 17% 

13 1316 13 13 — Vk 

527 23% 23% 23V6+ % ! 

24 11% 11% 11%+ 16 

1182 24% 2314 2314— % 

87 16% 1614 1614— % 

38 14% 14 14%+ % 

660 10% 9% 9%— Vk 

103 8% 7% 746— % 

173 18 14% 18 +1 

44 B 7% 8 

357 1046 9% 946—1 

648 5% 3% 5 +114 

188 21% 2114 21%+ 14 
67 11 10% 11 

3 10% 10% 10% 

3842 1014 8% 10 +1% 

71 8% 7Vi 8 + % 


VlctraSt.10 

VldmCps 

VaCherrt .92 

VoNBsh 1 

VaREJOe 

ViSUlSCl 

Vilrem-lOr 

Vodart 

Veil Info 

VolumSh JO 

VlnlCOP 

WD40 Co TJO 

Wabash 

Wccoal J7e 

WeltRty 

YVarnEB 1 

WshEnr U2 

WaShScI 

WaskoC-M 

WatrAsc,12* 

Wovetk 

Wthldlnt 

WrttbCo.72 

WebbR*5 

weksftd JOe 

welKG Jle 

WlBtnMs JOa 

Welltdi 

WtndYsAO 

WstOreMJSe 

Westco JO 

WsICtPt 

WnCasS V40 

WDeep 1 Jl« 

WnDIfill 

WnGeor JOa 

WHaid4J2e 

WMarEI ,15e 

wmjufs 

WnOHSh 
WPacFn J4 
W morC 1 JO 
WettrouJOb 
When Air 
Wiener M 
WllevJh 1.16 
Will amt 1.24 
WlmgTZJOa 
WIlsnKJ JO 
WlnnsSI JOb 
WlnlPkT JO 
WlsrOII 120 
WlxCp JB4 
Wohotm JO 
WalwAlu 30 
WoodDn JO 
Wood Lot 1.70 
Ware B cp A0 
WWEng 
Worth In J8 
wvmnG JO 
WVoNnt 1J4 
Xcorlnr 
Xamox JO 
Xldex 
YtowFrf J8 
ZenNat JO 
Ztonuta J4 
Zondvn J8 
Zand wt 


559 10% 10 
70 546 5% 

X13 1846 18% 


10%— Vk 
5%— 16 


39 

1416 

U 

14%-— Vk 


18 

12 

12 

12 


307 

846 

8(6 

B46+ 16 


83 

6% 

5% 

' 646 +7 


10 

646 

646 

646 


293 

14 

13 

11%“% 

f ■ 

X560 23% 

31% 

23% +1 • 


123 

13% 

1316 

13% 


154 

27% 

27 

27%+ 10 

‘ 

94 

54k 

5% 

51b- 4% 

* 


39 2346 2246 23%+ % 
17 P/k 4% 4%+ % 

22 22 % 22 % 22 % 

131 14 13% 14 • 

64 5% 5% 566— 14 

30 1Z% 12% 12%+ % 
329 30% 3016 30% 

10 12 % 12 % 12 % • > 
1648 13 1246 12% - 

2 17% 17% 17%+ 14 
127 11% 11% 11% 

38 1344 12% 1246- % 
846 4 25-33 446 . 446+- 46 
.52 8% 8% 8% 

1(16 34% 31% 34% +2% 
1X1 19 18% )S%— % 

478 32% 31% 32M+1% 
101 12% 1214 1214 
IBS 12% 1146 1246+1 V6 
356 33% 33 33 

824 i2% 11% 12 +r: 

273 246 2% 2%— % 

428 1146 10(6 11 +16 
606 26% 2546 26V6— M 
83 17 16% 16% — 16 

7 3% 34k 3%— % 

112 3% 3% 3V6— 4k 

13 16 1516 15% 

469 29 28% 28%— % 

19J 73 1246 12%—% 

263 4% 4 * — A 

11 11% 10% 11 + % 
6 28 28 2B 

261 32% 31% 32%+ % 

8 32 32 32 

345 16% 14% 1516+1% 
23 244k 26% 26% — Vk 
246 12% 12% 12% 

23 63% 59% 63% +4 
244 3546 35% 35% — % 
296 44k 4% 6% — % 

28 10% 10% 10%— % 

2 12% 124b 12% 

47 28 27% Z74b+ % 

29 946 9% 946+ % 

1700 7 4% 7 + 16 

303 29% 28 29%+ 1% 

340 24 24 24 

26% 26% 26% 


955 12 10% 12 +1% 

153 13% 13% 13% — % 
258 2046 19% 20%— % 
839 22 20% 22 +1% 

122 16 14% 16 +1% 

87 18% 18% 1846+ % 
137 17% 16% 16%- % 

99 846 8% 846— % 


Treasury Bills 



Bkf 

Ask 

YW 

Mar. H 

9J9 

9J1 

955 

Mar. 29 

976 

9.46 

9J1 

APT. 3 

9J5 

957 

954 

Aar. 5 

9J5 

957 

954 

Apr, J2 

9J5 

9J9 

9JB 

Apr. 19 

9-67 

*53 

9J4 

Apt. a* — ■ , 

9J6 

9J8 

9J1 

MOV 1 

9J2 

9J2 

9J6 

MOV 3 

9J4 

9J4 

959 

May 10 

9JI 

9J5 

9J1 

MOV 17 

9JI 

9J5 

9J7J 

Mav 24 

9JT 

9JS 

9J5 

Mm 29 

9J1 

9A5 

9J6 

Mav 31 

939 

9.47 

W9 

June 7 

9J6 

9J6 

9 JO 

June 14 

9.52 

950 

9J4 

June 21 

9J4 

9J2 

9J0 

June 36 

9.50 

9.40 

9M 

June 28 

9.47 

9J1 ' 

7 M 

July S 

934 

9.40 

9JK 

July 12 

939 

9.46 

VJV 

July 19 

937 

9J6 

7.VS 

Jury 24 

933 

9J6 

992 

Julv 26 

930 

9.46 

7.73 

Aug. 2 

939 

9J4 

992 

Aug. 9 

936 

9J4 

7JM 

Aim. 16 

936 

9J4 

956 

Aug. 21 

937 

9.45 

999 

Awb.33 

957 

9J7 

nun. 

Aug.30 

957 

9.47 

1053. 

Srpt. b 

955 

9.45 

hub 

Seat. 13 

952 

950 

10.10 

Seat. ib 

954 

9J4 

HUB 

Oct, 16 

953 

9J9 

nun 

Nov. 13 

951 

9J1 

HUM 

Dot 11 

950 

938 

HUM 

Jon.8 - 

950 

958 

10.11 

Fed. 5 

9.4B 

9J8 

10.16 

March 4 

9J3 

9.41 

1025 


Video cassettes led sales growth in 
1978, but behind them is years of 
TDK research on basic materials 
and our strong position in the 
audiotape market. This technologi- 
cal base has made TDK one of the 
worlds leading makers of ferrite 
products and ceramic capacitors. 
Becord levels of performance in 
each product category combined to 
make 1978 the best year in the 
company's history. Sales were up 
20.6% to $637.4 million, and 
earnings advanced 11.4% to $62.5 
million. Earnings per share 
reached $.62, up from $.56 in 1977. 
For more information on TDK — 
our past performance and future 
prospects — write for our 1978 
annnal report. 
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ABhrLtFlo Jt 
AmCoPilol .12c 
AmCwitftFn 

AmFWrILfo .08 

AmCrlrFln.loe 
AminctnUc 
AmlntiGni Ja 

AinlnvslUfr JOe 
AmNoilFInl S3 
Am P Ion «r Cp 
fijrtReimur I jo 
A mfltirwCa 
AmSiofeaLf SO 
AmUndrwrt JO 
MtcaRslm 
AMocModla.lO 
BonkraSecLf JO 

BonelNalCo 
BMA I 

CoroiCasMy J2b 
ChCMMolUe 1 
ChetPkLlA M 
CftnofcLfB M 
CTiuOtjCoTP 2 .20 
Calleue Unlv.25 

CeUonlLleAcc JO 

Columbia Natl.lOg 

ComblnsAm 1 JO 
Conn Gen Ins 1.3? 
CsnlAfnLtfO 1-32 
CoTtnSfatLfe JO 
Crlierlon IrrvBO 
DurNMTiLUe MO 

ERCCoro 1-20 
EmoFir/War JO 


»ICS 

BIO 

Atk eng 

67 2 l-l4 2 4-16— 

435 

9ft 

10 ft- % 

91 

12% 

13% 

*3« 

2ft 

7ft 


1% 

lft 

U 

8% 

9ft + I, 

39 

8% 

8ft 

7» 

31ft 

33ft 

m 

49 

59 

52 

3ft 

4*6— •« 

245 

12', 

12ft 


1ft 

7% 

406 

57 

58 


Insurance Stocks 
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m i*» 

12 :>b 271, 

5 7 

281 104* 1 iv* 

W 5 St.— 
»* 21'* ZIV, 

11 ?oft ir.- 
9 361k 77 k. 
6** 61. 

12V* 
Sft 
5'.. 

38 
36 

60 164* 

55 111 

100 17% 

313 36 
30 

724 6 

9 191* 

30 47V* 

246 46'/* 

17 20* 


10 

166 


38ft— % 
38’.*+ ft 

m. 

12ft — % 
18% + * 
36*+ 4* 
33 
6* 

20 *+ % 

48* 

47ft + % 
207. 


Em piover Coa IJSo 
E quit lows I 70 
E<c«Iumny 1 
FQrmHomet.1 JSe 
FarmersGrp £4 
FtdCworLfe 20 
FiOelCo vqJO 
FioeiunLlle I J2 
FlnlSecOrp .44 
FstAmFir, jg 
FHCo1onvl.fr 64 
FslConflLifr JT 
FilExccCp 
FMFedOfLlc4S 
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ForemstAmer AO 
FariunpMai i 
FounatnPniCo 
FoundcrFlnl 
GEICOCP 32 
OEfCOCppl.74 
GenReinior < 
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•*voron!rNari jfl 
Hopovrriiti So 
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HomeBmel M 

JnaoUJf>Ue 
'MteLleAcc l 
tneianaGrp SO 
inirconlLte 13« 


5 

29 

»ft 

:« 

34% 

25ft— % 

til 

17% 

1B% 


7 ft 

Bft 

51 

33 

23ft 

2 

,0% 

11 

B0 

6ft 

Oft 

64 

29% 

30ft 

6 

10% 

l(P,+ ft 

158 

26% 

27% ♦ ft 

8 

16ft 

17 1 : 

1 

13 

14 

5 

Sft 

Sft 

6 

11% 

13', 

10 

2 

2ft 

» 

17ft 

13% 


3% 

4 


ft 

ft 

14 

2ft 

3% 

1527 

9ft 

9ft + 

*60 

loft 

18%+ ft 

26 170 

174 —1 

66 

3 

34* 

151 

24 

24ft 

37 

2% 

21 r 

53 

13% 

14% 

21 

16% 

17 

Be 

251, 

255,+ ft- 

12 

57'. • 

58%+ ft 

6 

18ft 

19ft 


lft 

2% — ft i 

1« 

lift 

1611 

S3 


40ft + ft 

14 

3ft 
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iniLleHid 
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KansCiivLfe; 
KemprrCorp 1^0 
KvCentMe jo 
L lbrlvNotLie I 
LMeinvGa M4 
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LinclncLf o0o 
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WauGtn Lie 
Wei land* j« 
MoarnSrcL JOe 
MAnoi cli Can 1.14 
MpnumpolCp .97 
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AApfSavLta 9? 
NNCorp 2 
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NortnCentrl 25 
Nor Noil ft isc 


15 17V* 
34 346 

12 


IB'. 
3% + 
124, 

1 1-5 


'.■6 25'. 751.- 


12 


56 

23 38ft 
7 16 
92 74V. 
242 53 
52 114, 
36 Bft 
1.33 15 
18% 
7* 
4'-» 
lev. 
IV* 

B6 19 
303 37% 

5 4‘. 

x2 IB l* 
42 3l'k 
124 9% 

104 94. 

13 16* 
12 13V* 
137 84* 

I 17'. 

6 lft 

5 151* 

5 


>/ + •« 
29’. 

16' 1 

744. 

5J ♦ ft 
12% + ’V 
9’.+ Is 
16ft— 1* 
19% 

B 

6 

2# ♦ * 

?■* 

19ft 

33 +1* 
S'* 

19 — •* 

32 — 

»% + ft 
10 
17% 

I4V»— "* 

av+ 

17% 

1ft 

17 

61* 
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DnCoiuaUy 1.40 
OIjRepInt 1J4 
PacSrcLife 

Potialrlns Jo 
Penn Lift 
Plod ml Man ,|4 

PreterdRiU- JO 
Pr<n Lite 
Protective!, la 1J0 
ProvLieAcc I.2S 
RellQBleLHe !e 
RePDNafLIe AO 
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♦1% 
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19 
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15239 111.11 1I2J9 

*1-51 
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54 
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8ft 
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+2 
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aft 

+lft 
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—ft 


DOW 
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lift 

♦lft 
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41ft 

♦7ft 
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15 Ulllv 

10355 13238 10125 
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StdOillnd 

682^00 

40ft 
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Asarco 

IS 

b 

b 

Asarca 

X 

b 

b 

Boat F 

25 

b 

b 

Chase 

X 

b 

b 

Chase 

35 

b 

D 

Coastal 

15 

198 

5 

Coastal 

20 

4427 


Coastal 

25 

a 

0 

Deere 

35 ' 

b 

b 

Deere 

40 

b 

b 

G Tel 

X 

b 

b 

Glllel 

25 

b 

b 

Glllel 

X 

b 

b 

Hercul 

IS 

b 

b 

Hercul 

X 

b 

b 

PlUer 

35 

b 

a 

Ph Mar 

60 

b 

b 

Pn Mor 

X 

b 

b 

Si Cat 

45 

b 

b 

51 Cal 

X 

b b 

— Apr — 

Aetna 

35 

9 

9 

Aetna p 

35 

a 

a 

Aetna 

40 

189 

4*t 

Aetna p 

40 

252 

>16 

P«lna 

45 

408 

11-16 

Aetna p 

45 

144 


Am Cva 

25 

X 

lft 

Am Cva 

X 

1 

1-16 

Am Exp 

X 

a 

a 

Am Exp 

35 

a 

a 

Am Horn 

25 

a 

a 

Am Horn 

X 

IK 

1-16 

Asarco 

10 

S 

9% 

Ami co 

IS 

199 

4ft 

Asarco 

X 

507 

11-16 

Beat F 

25 

4 

1-16 

Hurrah 

60 

203 

8 

Burrgh 

X 

508 

1 7-16 

Burrsh 

X 

2 

V* 

Chase 

X 

IX 

2% 

Chase 

35 

109 

Vs 

C Tel 

IS 

SO 

13-U 

C Tel 

X 

a 

a 

Deere 

X 

1 

5ft 

Deere 

35 

58 

lft 

Deere 

40 

X 

ft 

Dig Eq 

40 

69 

12% 

□ifl Eq 

45 

276 

7ft 

Dig Ea 

50 

284 

3ft 

□lg Ea 

<fl 

10 

ft 

Dlsnev 

35 

38 

3ft 

Disney 

40 
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Bank Stock Quotations 

t Chains Prices 
of the * cek s trading, i 

Bar Dank 5 31% X 

Cleveland Trust Co. » ]• 

Dctrolr Bank Corporal lan 25 25% 

Fldeloor me 12% 12% 

FirslMABncp 20% 21 ft 

Firs! No,. Clnn. 29% JO'- 

Guard Company 22** 23% 

ina Ual Bonk & Trust Prill 23% 2«% 

Lincoln Firs, Banks 36 28*. 

Mellon no. Bank Pins. 27ft 76 

Nat. CMr Cornoruflon. 42% 43 

New England Mercn. Better, . . 21% 71V* 

Pn.iodriphia Hal Caro. 28H J9 

Pins Ho, Bonk <4% 41 

Pro* Nal Coro 28 ML 

Secur Pac CoroorotMn N.a 


DA! NIPPON PRINTING CD. 

(CDR'cJ 


LTD. 


We offer alternatives 

for international finance 


Tli.' utHi.-n-ifihsi jn:i.Mikr> ll-jl fn.-u 
22 Ih .March. 1979. ji Kj-- Vw.iji,,- 
N.V.. Sjiui-tibJl 172. Art.fenLxnL dis- cp. 

n“ 11 Uvumpauiiyl U an ” Miniavil "l u( 
llv CDS'* Dai Nippon Printing Cn., 
Lid., cads rrpr. lOO sh*, will lr jvi\ ■ 
jMc utih DHs. 3^2 net (Av. j.-r n.*x>nl- 
ibl.* II-TU.ni: p.j>- ^en l,. SO j>. *hj jllrT 
liislm'inm of 13% Japin>>e ti\ = ^»*n 

67/0 = lift.. -.07 jrr a>R. 

U iIImjuI ji, AffliilV 11 2CKI- J’p. 1 J\ I =• 1 in 

on.- = un>. -j# |l «i*R i mil u- <i.-iiii.i<*i 

\lli, ,i.!UV7 < 4. lie- ill, will unit In- juiil 
«UkW ilciiuilimi «>f Jj|i. iiv * ill, | MI,. 
-5..111 nrt. in j.* i.r> Liner- v* lift ihr Jajune-.- 
1 j\ r."iibl:«<v-. 

AMSTERDAM DEPOSITARY 
COMPANY N.Y. 

\m-lt-nLisi. Msuh l. 1979 


also in 


Zurich 


Badische KommunaleLan- 
desbank, one of South- 
west Germany's leading 
banks, operates both a 
representative office and a 
subsidiary in Zurich spe- 
cializing in non-recourse 
export financing - unique 
for a German bank. 

Our fully staffed represenl- 
ative office acis as an infor- 
mation and contact point 
for banks and clients in 
one of the world's foremost 
banking and trade finance 
centers. 


Our wholly-owned sub- 
sidiary, Forfaitierung und 
Finanz AG iFFZ}, provides 
diversified facilities for in- 
ternational financing oper- 
ations, concentrating on 
non-recourse export fi- 
nancing (a fortaill and other 
specialized Irade financing 
sea-ices. 

To find out more about our 
services in Zurich, just 
contact: 

• Frederick Seifert. 
Representative 


BADISCHE 

KOMMUNALE LANDESBANK 
GIROZENTRALE 

Sahnhoipiatz 5 ■ RO. Box 2098 ■ 8023 Zurich 
Tel. 01211 4606 
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THE KINGDOM OF NORWAY 

Dfls 100,000,000 

814% Bearer Notes 1979 due 1984 


Algemene Bank Nederland N.V 
Amsterdam-Rotterdam Bank N.V. 
Bank Mees & Hope NV 
Pierson, Held ring & Pierson N.V. 


Deutsche Bank 
Aktieneesellvclmn 


Kredictbank S.A. Luxembourgeoise 


March 14, 1979 



We calculated it would be another year of progress. 


r Austria's leading national and international bank. 1978 was another vear ot progress: 

Domestic loans rose 1*1.1 *>- Customer deposits were up T 5.h%. The Groups total assets 
rreased 16.8% to a record US$1 3. 6 billion. A dividend ot US521.9 million will be paid, and 
JS26.9 million will be transferred to the reserves. _ ,, 

As bankers to 90 of Austria's leading 100 companies, underwriting over 3% of domestic 
nd issues, Creditanstalt have a central and expanding position in Austnan business. 

Internationally, our planned growth continues. In 1978. one third nil our busing was again 
ectiy concerned with overseas activities. Further progress was made bv bo* our Zurich and 
idapest operations. Loans to overseas customers, primarily extended m support ot Austrian 
ports, increased by 22.5% and our involvement in medium term loans and international 

nd issues expanded. . , , . . . ■ . 

Through our membership of EBIC. we offered services on a worldwide basts to an 

re FrOT of arensah. Credilansell looV forward lo a year ,n which ihc h^hea 

ndards of customer service will once again be our guideline. 


Salient Figures 

CrediUnsUlt 

AS. USS Change 
nations (AS) 

CA Banking Group 
(consolidated figures) 
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Bilans (AJS.J 
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28.3 

212 

+ 16.6% 

Deposits 
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I69l1 

12.65 

+ 1B.29, 

Capital and 







Reserves 

5.S 

0.41 

+ 5.2ft 

6.7 

030 

+ 5.4 % 

Balance Sheet 







Total 

1429 

10.69 

+ 16.2% 

1822 

13.63 

+ 16.8% 


TOTAL ASSETS 

I " I CraXlXNSTALl 
fl^ CARAfAJuGCBOUP 
( A. S. Billions) 
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142.9 
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95.6 

Fsrwgn 

47.3 


1«7B 


1977 


r 


To: Public Relations Department, 

Crpdrtanstalr-Bankverein. SchoQengas&e b. 

A-10I0 Vienna. 

Please send me a copy of the Creditanstalt-Bankverein 
Annual Report for 1978. 



J Creditanstalt 


i 
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78 


99ft 


00 



AlaPWMS 

89ft 

ATT 2*6906 



99 



CwTri 

85 

Alaska 6s96 

83 

ATT 2*bs87 

67ft 

AvcoFBftsM 

93ft 

BethSt 8*601 

86*4 



Alem 51696 

57 

ATT396S90 

64*6 

AvcaF 81691 

88*6 

BtkD8j45s85 

94V. 

ChrtCo 10*698 


AlfoWt 4s9S 

43 

ATT 3ft90r 

64 

BPNA9S80 

98*6 

BafataB 5(481 

87 



AII9L9389 

90 

A7T 8*600 


BPNAlfeM 

100*6 

BorW7fts91 

88*6 

ChsQk 4?W3 


Allen 6s87 

B3ft 

ATT7S01 


BakrO 7Xs97 

86ft 

BorW 9%a81 

100ft 



Allen 111*94 

130 

ATT 6fts79 

97*6 

Ballv 6s98 

114ft 

vlBoM6s70f 




A IldC 5.2591 

87ft 

ATT7fts03 

80 

BO 4(695 

59% 

vlBl»4ft70f 

37 



AlldC 66393 

85*6 

ATT BJOsOS 

94ft 

B04W1QA 

81 

BosE 12 Vj79 

1009-32 

Chaise ^93 

60ft 

AIWC7ft96 

89*6 

ATT 7*6s82 

95ft 

BalGEIOsH 

101ft 

Britf 10s86 

Wk 

Chelse MsW 

103 

AlldPd 7sS4 

81 

ATT 8*6s07 

97V, 

BalGE 10ft83 

101V, 



OiNY 5s93 

69 

AUdSf4VW2 

98 Vb 


94 

BalGE 9*608 

95ft 


92*6 

ChNY5ft96 

69ft 

Alcoa 3fts83 

84 ft 



Banco h 7*79 

96ft 

BrkUn 9*696 


ChNY 6*680 

96ft 

Alcoa 514*93 

MB 



BonyP llft98 

99ft 

Brswk 4ftBl 


ChNV7Js82 

95ft 

Alcoa 9S95 

9514 



BkCal 6(696 

78ft 

BudoC 6s10 

55ft 

ChNY EL4J99 

90 

Alcoa 9.45500 

99*6 

Anhr 9X0305 

98ft 

BkNY fift94 

89*4 

Budge 11*698 


ChNY 8(402 

85 

AluCtj 41480 

94 



Banka 7*603 

B4V6 


67*6 

C&04ft92 

63*6 

AJuCa 9ft95 

96(6 

AppPllft83 

102 

Banka 81605 

93ft 


/Oft 

C0 4ft92r 

65*6 

AMAXSS86 

91ft 


101 

Banka 8*601 

91ft 



CfrOJftWD 

57ft 

AMAXBVW6 

91ft 

AppP 10ftB4 

100ft 

Bkam8JSs07 
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CPoMBft09 

92 

AMAXSftM 

95 

Arco6.70a81 

97 

BnkTr 8ft99 
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CPOV 8*609 

91 

Amerce 5392 

75V, 

Arco Ssfl2 

9S*S 

BnkTrB*sQ2 

90ft 




96 

AHBS 6*696 
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95ft 

BaxL 4*6*91 

106 
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AFoP4Xs87 

71ft 


93*6 


94(6 

CCI I2ft98 
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AForp 5*30 

54ft 


93(6 

BayCoi 8ft81f 

87 

CIT 7*681 

93*S 


48(4 
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55 
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82 
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96ft 
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97 
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98ft 
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76 
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74ft 

ArlnRIt 5386 

44 
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88 ft 
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99ft 
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68*. 

ABrnd 9*679 

99ft 
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BellPa 8*606 

91 

Coesr 11(497 

91ft 

ChryF 7*686 

73ft 

ABrnd&ftSS 

93(6 

Armr 5s84 

82ft 

BellPa 7ft 12 

76*6 

CPc4s perp 

43 

ChrvFB^a91 

76*6 

ABdf 9JU300 

9Bft 

ArCfc 8-45384 

94 

BnllPa 7sBO 

«ft 

CaroT5*.B8 

85ft 

QirvF7JS9! 

70 

ACan3*6s88 


Asar 9ft 2000 

98 

BellPa 9*614 

99ft 

CaroT 9(600 

93(4 

ChryF 7*79 

97ft 

ACan 6977 

75*6 

Ash06.15s72 

85ft 

BellPa 8ftl7 

87 

Carr 5V*s89 

93ft 

ChryF 10981 

95ft 

ACon 9(484 


AsfiO 4*693 

122ft 

BellPa 9ftl9 

96ft 

CartH 7.9*87 

94 

ChrvF9ft83 

88*6 

ACoM 6*691 

58ft 

AshOB£sQ2 

89 

Bendx bWn 

B3ft 

CarlH 8ft96 

89 

ChryF 9*86 

83*6 

ADlSf 44bs86 

75ft 

AsCn 9(690 

95ft 

Bendx 9(681 

99 

CasNG 10ft92 

99ft* 

ChrvF 8*682 

87*6 

ADIs14*686r 

75*6 
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BenCP7j45s00 

77ft 

Case5fts90 

76 

ChryF 8ft84 

84ft 

AEXC9VM82 

98ft 
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90ft 

BenCp 6*679 

9813-33 

CasfIC 5*6*4 

88 

ChryF 9*687 

81*6 

AExC8V2*85 

96 


97 21-32 

BenCo 9*679 

99ft 

CasfIC 8(685 

B9 
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AGnln6ft94 

93ft 
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56ft 

Ben Co 5301 

93ft 

CatTr 6 1 '695 

B7ft 
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94 
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B7 
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60ft 

BenCn 83a03 

88 

CafTr 8*682 
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99*4 

AHasc 5*699 

100*6 

Af 1C El 9(483 

98ft 

BenCo 8-4S08 

97ft 

CatTr SftOO 

121 

atlep 5*400 

73ft 

Alnvt 8*6989 


ARIch 8*600 

93 

BertCo9As85 

99ft 

Cave IlftOOO 

96 

Cltlcp BASafl7 
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New York Stock Exchange Weekly Bond Sales 


All thate Bondi having been uU ihu announcement appear* at a matter of record attlv 


lanuary 1979 


FF 175,000,000 

P.S.A. 

PEUGEOT - CITROEN 


9 3 A % Bonds due 1987 


Lazard Frdres et Cie 
Soddtd Generate deBanque 


Socidte Generate 
Swiss Bank Corporation (Overseas) 


Sociiie Anonymc 


Limited 


Amsterdam-Rotterdam Bank N.V. 
Banque Bruxelles Lambert S A 
Banque Nationaie de Paris 
Banque de Paris et des Pays-Bas 
Banque de l'Union Europfenne 
Caisse des D£pdts et Consignations 


Credit Commercial de France 
Credit Lyonnais 
Credit Suisse First Boston Limited 
Dresdner Bank Aktiengesellschaft 
Kredietbank S A Luxembourgeoise 
Nomura Europe N.V. 


Algemene Bank Nederland N.V. Banca Commerciale Italiana Banca del Gottardo 

Banca Nazionale uel Lavoro Banco di Roma Bank of America International Limited 

Bank furGemeinwirtschaft Aktiengesellschaft BankGutzwiller, Kurz, Bungener (Overseas) Limited 

Bank fulius Baer International Limited Bank Leu International Ltd. Bank Mees & Hope N V 

Banque Beige (France) S A Banque Beige pour (’Industrie SA 

Banque du B6n61ux SA. Banque dc Commerce SA. Banque Eurapfenne.de Tokyo 

Banque Fran^aise du Commerce Extfiricur Banque G€n$rale du Luxembourg S A 

Banque de I'lndochine et de Suez Banque Internationale it Luxembourg S A. Banque Louis-Dreyfus 

Banque de Neufiize, Schlumberger. Mallet Banque PopulaireSuisseSA. Luxembourg Banque Rothschild 
Banque de la Soci£t£ Finanridre Europfenne - S FE G roup - Banque Worms Baring Brothers and Co^Lim ited 
H. Albert defla/y& Co. N.V. Bayerische- Landesbank Girozent/aie Bayerische Vcreinsbank Bergen Bank 
Berliner Handels- und Frankfurter Bank B.S.1. Underwriters Limited Caisse Centrale des Banques Populaires 
Centralc Rabobank Chase Manhattan Limited Commerzbank Aktiengesellschaft 

Compagnie de Banque et d'lnvestissements (Underwriters) SA. Compagnie Financiers County Bank Limited 
Creditanstait-Bankverein Credit Industrie! d'Alsace et de Lorraine Credit Industriel et Commercial 
Credit duNord Daiwa Europe N.V. Richard Daus & Co. Den Danske Bank af 1871 Aktieselskab 

Den Norske Creditbank Dewaay & Associes International S A Dillon, Read Overseas Corporation 

European Banking Company Limited F inacor Robert Fleming & Co. Limited Gefina International Ltd. 
Girozentrale und Bank der osteneichischen Sparkassen Aktiengesellschaft Goldman Sachs international Corp. 
Groupement des Banquiers Prives Genevois Hambros Bank Limited Hessische Landes bank -Girozentrale- 
Hill Samuel & Co. Limited International Securities S A Interunion-Banque Istituto Bancario San Paolodi Torino 
Klein wort, Benson Limited Kredietbank N.V. Kuhn Loeb Lehman Brothers international 

Lazard Brothers & Co-, Limited Lazard Fibres & Co. Manufacturers Hanover Limited 

Merrill Lynch International & Co. Samuel Montagu & Co. Limited Morgan Grenfell & Co. Limited 
Nederlandsche M iddenstands bank N.V. New Japan Securities Europe Limited 

The Nikko Securities Co^(Europe) Ltd- Sal.Oppenheim jr. & Cie Orion Bank Limited 

Peterbroeck, Van Campenhout, K era pen SA Pierson. Heldring’& Pierson N.V. 

N.M . Rothschild & Sons Limited Salomon Brothers International J. Henry Schroder Wagg & Co. Limited 
Skandinaviska Enskiida Banken Smith Barney. Harris Upham & Co. Incorporated 

Societa Finanziaria Assicurativa (RAS Group) Society Bancaire Barclays (Suisse) SA. 

Soctetl Centrale de Banque Soci£t£ G6n£raJe Alsacienne de Banque Soci6t& Gtnerale (France) Bank Ltd. 
Soci6(£ Privfe de Gestion Financiere et Fonci£re Soci6t6 Sequanaise de Banque 

Sumitomo Finance Internationa] Svens ka Handelsbanken Verband Schweizerischer Kantonalbanken 

Vereins- und Westbank Aktiengesellschaft ). Vantobel & Co. S.G. Warburg & Co. Ltd. 

Westdeutsche Landesbank Girozeotxale Dean Wilier Reynolds International Wood Gundy Limited 

Yamaichi International (Europe) Limited 


Bend* 


Last 

Price- 


CitfCPlfXSsW 
CIHa>1L05sO4 
Clylnv7yj9(l 
Clylnv8s91 
Ctylnv8ft97 
Ctylnv Sft91 
CtyinvW6 
Ctylnv 9ft97 
ClkEa 9sB2 
ClkEa 101-79 
ClkEa 9ft&2 
ClkEa 8s87 
Dev El 7ft 90 
ClevEJ4ft94 
OevEt Bft91 
ClevEI BAuOS 
ClevEI 9J5slB 
ClevEI 865*80 
ClevEI mi 
CsfSta 7*891 
ColuG 3ftB1 
ColuG 44*81 
CofuG5s82 
ColuG 47*83 
ColuG 9S94 

ColuG 8%>9S 

ColuG 9V69S 
CofuG 8*696 
ColuG Bft96 
ColuG 7Va 97 M 
ColuG 7W7J 
ColuG 7V»970 
ColuG 7 Vj 98 
ColuG 9H89 
ColuG HUMS 
CofuPI 44687 
Colu PI 54694 
Co lu PI 114690 
Col50 11*83 
Col SO 9(082 
ColSO»ftM 


lOOVr 

100ft 

964b 

77V. 

84ft 

WA 

824b 

Bft 

97ft 

TOO 

974b 

B8ft 

B2Vt 

60 

88 

879b 

100ft 

9744 

B5ft 

79 

8V 

WA 
86 
8344 
94 Vi, 
9244 
95V. 
0856 
90 
81 ft 
8346 
B3Vb 
8 S 
99ft 
102 
11614 

80 

101V4 

1024a 

9746 

97Vj 


CmlCr 6*b79 9817-32 


CmlCr 8381 
CmlCr 84s81 
CmlCr BftBi 
CmlCr 835*86 
Cm/Cr 8*488 
CmlSo4Va9l 
CmwE 74M3F 
CmwE74bD3J 
CmwE Bs03 
CmwE 7.55*79 
CmwE 9*79 
CmwE 84480 
CmwE BU0S 
CmwE 9*83 
CmwE 84681 
CmwE B*82 
CmpScl 6s94 
ConnM6*96 
Con Ed 3(601 
ConEd 24682 
ConEO 34482 
Con Ed 34*85 

ConEd 41686 
Cun Ed 5sS7 
ConEd4s88 

ConEd 5S9Q 
ConEd 5s90r 
ConEd 44691 
ConEd 44492V 
CnEd 4*W2Vr 
ConEd 44492W 
ConEd 94b» 
ConEd 7.9*01 
ConEd 7.9*02 
ConEd 74603 
ConEd X4S03 
ConEd 9V404 
CnNG 5982 
CnNG 44658 
CnNG 8V694 
CnNG 9*95 
CnNG74b9s • 
CnNG 74696 
CnNG 84696 
CnPw 54*96 
CnPw 64498 
CnPw 74499 
OPwBVbfll 
CnPw 7 VjOI 

CnPw 84403 
CnPw 114494 
CnPw IU6B2 
CnPw 94680 
CnPw I1V400 
CnPw 93606 
CnPw 84407 
CtlAlr3Vr92 
CHGpflWO 
CMC 64679 
Ct 1C 106*89 
CtlC8Vb85 
CHIHR 74479 
CfTCoi 10682 

enn 10V483 

COOPL7V491 
CocpL 10V492 
CmPd 44483 
Cous63*82f 
Cnmfl 6V492 
Crane 7*93 
Crane 7*94 
Crane 8*85 
Crane 10 Vj 94 
CrdF Bs92 
CrdF 101481 
CrdFlOVbHT 
CrdF 84681 
CracN 54696 
CTOCN 10*94 
CrocN 88602 
CrwnZ 84400 
DPF5V467 
Dart 4 VA 77 
Daye 54694 
Dave 6*94 
Dave 6(696 
Day tH 74694 
DaytH 94695 
DavtP 104481 
DavlP 10J7*05 

Do*ra4taB3 
Doere 4V*83r 
Deere 7.9*87 
Dourer 8*84 
DatEd 3(680 
DefEd 24482 
D«1 Ed 24484 
DetEd6s96 
DetEd 9s99 
Dot Ed 9.158 
Del Ed 8(401 
DetEd 74401 
DatEd 7V*03 
DatEd 94404 
DalEd 12(079 
DatEd 124682 
DetEd 114400 
DetEd 104406 
DIGIor 54693 
Digit diW 
Dll tins 5(094 


9546 

96*4 

94V. 

89*4 

93 

64 

79Yi 

BOV* 

8444 

9910 

9944 

98*4 

90(4 

99V4 


94(4 

76 

67V» 

8746 

83V4 

8314 

68(6 

69 

70(4 

64 

64 

64 

*1 

599* 

S944 

58 

93V4 

7944 

7816 

78V. 

8244 


9SVj 

85 

85 

9?W 


73(6 
7846 
81(4 
80V) 
86(6 
104Vi 
102 V] 
99(6 
108 
99V, 
86 
5146 


9813-16 

100(6 

9346 

9444 

9944 

100 

122 

96(4 

83 

66 

■2 

7294 

7094 

9014 
98(4 
8544 
100(4 
9944 
86 . 
76 
100 
88(6 
9414 
6914 
78(6 
69*4 
7314 
B9V4 

93 
98 

100(6 

101 

82(6 

82(4 

90V4 

9144 

94 
8QV, 
72*4 
6914 
85(6 
86*4 
79 
71 

74(4 

93*4 

101 

105 

109 

101 

8014 

108(4 


Bands 

Last 

Price 

Bonds 

Last 

Price 

Bond* 

LOSl 

Price 

Difimow* 

104 

GMA&70583 

97 

LrkesTftM 

58ft 

Divers 5ft 93 

56*6 

GMAB*6s85 

941/4 

LykesllsOO 

62 

Divers 9ft9l 

78*4 

GMA 8fts84 

94*6 

MGIC5s93 

61 li 

DmBk 9ftU 

Wft 

GMA 6*4900 

91ft 

MGIC 8*688 

91*4 

Dow4J5s8S 

85ft 

GMA0ftS6A 

91*4 

MekF 9*690 

96*4 

DSW7J5S99 

87*6 

GMA 8ftB6J 

92 

MckF 9*491 

94*6 

DOW 8.92000 

96ft 

GMA 8.1 5586 

91ft 

MckTr SV681 

90*6 

DawBfts05 

90(4 

GMA8V696 

88ft 

MckTr 7ft97 

85*4 

DewBfts06 

89 

GMA 7.35387 

86*1 

Macke 4*692 

6316 

duPnfBsST 

95 

GMA6S02 

85ft 

MacMNs92 

62 

duPnt L45S04 

92 ft 

GMA7J3S5 

B8ft 

MeYk9.1s02 

92(6 

duPhi 8sS6 

94ft 

GMAL2S88 

91*6 

McYk8ftffi 

90 

dgPnt8ft06 

93 

GMAfiftSO 

94ft 

MlrH 8(604 

84 ft 

DukeP 7*102 

79ft 

GMABft85 

*6ft 

MfrH 8*682 

95*6 

DukeP7ft02 

76*6 

GMA9S84 

97ft 

MffH BV607 

84ft 

DukoP 7*403 

80*6 

GMBX5S85 

93ft 

MlrHT 8ft85 

94 

DukeP 8ft03 

83*6 

GMB*6S05 

94ft 

MarO 4*687 

82*6 

OukeP 9ft04 

98*6 

GTE 4s90 

65*4 

Mor07J5s83 

92*6 

DufceP 13s 79 

I0T 

GTE 4s90r 

65 

MorcorihBB 

79 

DdkeP 9ft05 

97ft 

GTE 6(491 

89*6 

Morcor 5s96 

99 

bokeP 8*606 

86 

GTE Ss92 

71 ft 

MorM 7*603 

77 

DukeP 9*608 

95 

GTE 9*695 

in 

MdCu 5(694 

79 

DuaL 3*683 

80 

GTE 6L.96 

84ft 

MaMu 6*490 

76ft 

DuaL SS2010 

68ft 

GTE 9*699 

95ft 

MflMU 6(491 

76 

DuaL9s06 

90 

GTColBftTi 

88 

MqvDC 9589 

96 

EGG3ftS87 

75 

GT1 re 4*481 

B9 

McCroSsSi 

85 

ESys 49/592 

82ft 

Gene lOftfW 

90 ft 

McCro 6 ft 92 

57 ‘A 

EtnAlr5s92 

54ft 

GoPac5W96 

K 

McCro 7ft«4 

42*6 

EasAir 4*693 

52ft 

GaPoc7W85 

89 

McCro lOftftS 

B9ft 

EIPas8ft95 

104 

GoPwBftOO 

86 

McCro 7ft WN 

62ft 

EIP05 6S93A 

101ft 

Go Pw 7*601 

73 

McCro 7*6*7 

63ft 

Enelh 5(497 

122ft 

GoPwSftOl 

78ft 

McCro 7*495 
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Ens?*6s9S 

97*6 

GaPw 7*MI 

76ft 

MCDnl 9S85 

94*4 

EqutG 9*695 

95 

GoPwP's02J 

74ft 

MCDD 4*491 

104 


95ft 

GaPwTVWno 

74ft 

McGE7ft96 

B7V4 

Esmk 9(400 

95 

GaPw 7ft03 

76ft 

McGH3ft92 

64ft 

ESS»C 11*698 

99 

GaPwBft04 

Blft 

Mead9ft00 

100 

Estrl 6(5.95 

74 

GoPw 11s79 
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Mednco 11s98 

94 
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GoPwllftOO 

103 

Mel In 7&i82 

94»x 

Exxon 6ft98 

77ft 

Go Pw 114.05 

105ft 
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100*4 

ExxP 9s04 

9flft 

GaPw 9*608 

90*6 

Memx 5ft 90 
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ExxP8X5s80 


GaPw 9*408 
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Merck 7(685 
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ExxPBftOO 
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MGM9s«2 

94 

ExxP 7J5583 

94 

Gdrch4ft85 

75 

MGM I0s94 

94 

EXXP8U.01 
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Gdrch 8(494 

88 

MGM 9*4586 
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FMC 4(492 
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75ft 

Metro 9ftB8 

96ft 

FMC 7Vj01 

BO 

Gdrch 9*482 

99ft 

MIchB 7*411 

63ft 

FMCF 9ft83 

98 

GordnJ 5s88 

B4ft 

MIchB 7sl2 

74 

Folrch 4*692 

113 

Gould 9(495 

94ft 

MichB 9.6508 

98%. 

Frch *»*»98 

93ft 

Grace 4(490 

72ft 

MIchB 8(615 

84ft 

FalrFd9s96 

92 ft 

Grace 6ft96 

9Sft 

MichB 9(618 

95ft 

Fa) 885996 

77 

GronC4ft94 

65 

MlcG Bft98 

86 

Farati5s94 

45 

GtWst 6sS7 

78ft 

MIcG 101695 

104ft 

Feddr 5s96 

49ft 

GGlan 4(492 

74ft 

MICW 10ft95 

100*6 

FedN 446396 

85 

Greyh 6ft90 

BOft 

MldMtfeSO 

90 

FPapBSsSI 

92ft 

G rev F 9^ 84 

98 

MMMt20s 

94ft 

Ferro 5ft92 

87*6 

CttjRt 6*482 

77ft 

MMMMSs 

96 

Fiber 644398 

91 

Grum 49.93 

58 

MRvT 9*490 

97 

Fllmwy 1)s98 

93ft 

Grum 8599 

93 

7AKT4S90 

49 

Hnan 10(490 

100 

GlfWn 6s88 

74ft 

MKT 5ft33f 

18ft 

FlnCpA 6a88 

67ft 

GlfWn 5ft93 

80*6 

MPcCp 8s94 

178ft 

FBk5y 8*683 

96 ft 

GlfWn TsOSA 

65ft 

MPacd'AOS 

57ft 

FstOll 6*480 

95ft 

G1IWR 7s03B 

65*6 

MPOC 4*6301 

51 

FatChl 7*486 

89ft 

GlfMO 4544 

33*6 

MPaC4*430f 

51ft 

FCmlBk 7*UE 

78ft 

GKMo Ss56l 

39ft 

MPaC 5s45f 

52ft 

FlntBn9s83 

97(4 

GfMO Ss56tr 

37ft 

MoPtC 10S97 

97*4 

FlnfBn 9*499 

99ft 

GHOII 8ft95 

92ft 

MoA! 8X505 

91 

FMer Be 9*483 

99 

GlfRes 109.97 

93(6 

Mobil BftOl 

91*4 

FtNBAtt 9384 

95ft 

GIISIU 7(492 

90ft 

MobO 7*601 

84 

FtNOre 6*480 

96 5-32 
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New Issues 


Swiss Francs 175,000,000 



NORGES KOMMUNALBANK 
Oslo (Norway) 


SFr. 87,500,000 37s % Swiss Franc Bonds due 1991 
SFr. 87,500,000 372% Swiss Franc Bonds due 1994 


uncon ditionaUy guaranteed by the 
KINGDOM OF NORWAY 


BANQUE GITZVMLLF.R. KURZ. BUNGENER 5.A. 


BANCA SOLAR! & BU M S.A. 

BA.NK COlT(OI51ER S.A. 

BANK IN HLTTWIL 
BANK SEL’MUNSTER 
BANKERS TRUST AC 
BANQUE DANET 

BANQUE BRUXELLES LAMBERT iSUISSEl S.A. 
BANQUE POUR LF. COMMERCE INTERNATIONAL S.A. 
BANQUE LANGLNTH \1. 

BANQUE DE LANGN AU 

BANQUE CAXTRADE, ORMOND. BURRIS S.A. 

COMMERCIAL BANK OF SOLEl'RE 

CREDIT COMMERCIAL DF. FRANCE iSLISSE) S.A. 

CREDIT LYONNAIS 

CREDIT S.A I.VT-GALLOIS 


DOW BANKING CORPORATION 
FRANCK 8l Cl r S.A. 

GONET & CIE 

E- GLTZWILLER A CJE 

HOF5TETTER LANDOLT & CIE 

INTERN ATIONAI. COOPERATIVE BANK CO. LTD 

KLEIN WORT. BENSON (GENEVA! S.A. 

NF.DF.RLANDSCHE MIDDENST.ANDSBANK (SCHWEIZ! AC 
NELE BANK 
ROTHSCHILD BANK AG 
RUEGG DANK LTD. 

J. HEARS SCHRODER BANK AG 

SOCIETA BANCAR1A TICINESE 

SOCIETE BANCAIRE BARCLAYS (SUISSE I SA. 

SPAR-UND LEIIIKAS5E SCff AFFH A US E.N 
VOLKSBANK W1LL&AU AG 


CTT1CORP INTERN.AnO.NAL FI.VA.NCE SA. 
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Bonds 


UVInd 9(687 
UBk 735*01 
UCorb 5.3*97 
U Garb 8005 
UnCo 7^397 

UfTCpdSflfi 
UnCp7s89 
UnEl (0(305 
UOIIC 4*486 
UOIIC 8*482 
UOIIC 8*485 
UOIIC 8*406 
UPac4*u99 
UPoc 16*83 
Unlrvi 5096 
UnAL 5*9! 
UnAL 4(692 
UBmd 7(688 
UBmdSOM 
UBmd 9(498 
UtdFn 8(487 
UGsPSMfl) 
UGsP 10(490 
UGsP 9(484 
UJer 7.95*79 
USGv 44491 
US Ho 5096 
U5Ho 10587 
USBO 7*602 
USP1C8596 
USRItS*i89 
USSII45B3 
USSK 44386 
USSII 4*496 
USStl 5*601 
UnTec 5*491 
UnTac 9-45*89 
Unufll s*93 
Up|hn 8085 
USLIF908S 
UtbP 10(683 

uraP 10(605 

UtaP 8*406 
UtaP 8(407 
vend 4'480 
verex 4*692 
VerP 9*498 


Last 

Price 

Bondi 

Lost 

Price 


Va£P2ft80 

91ft 

76 

VaEP 3*686 

70ft 

72ft 

VaRv3s9S 

70 

92 

VaRv 6S2008 

62*6 

77*6 

WORR4S81 

89(6 

66 

WaRR 4(691 

61 

76ft j 

WogE 6(686 

08(6 

101*6 ! 

Wdlsr 5ft91 

88 ft 

76ft 1 

WaltJ 5*691 

79 ft 

96*6 

WorC Bft86 

B9ft 

94ft 

WarC9ft96 

91ft 

89ft 

Wean5ft93n 

61(6 

202ft 

Wean 51693 

61 ft 

97 

WsPtP7ftOO 

9SV6 

55 

!VRAccPft79 

9829-02 

70 

WAirL 5ft93 

78 

59 

WAIrL 10504 

97*6 

72*6 

WBnc 7*682 

94Vs 

57(6 

WCNA ID5W7 

95ft 

79 

WE IK 8*695 

92 

B7 

WEIee7Vz96 

87ft ! 

93ft 

WPI 10S01 

92ft 

100 

WUC 5(697 

55ft 

99 

WUC 10*697 

94ft 1 

98ft 

WUTI 6 ft89 

79 | 

63ft 

WUTISsW 

67 

61 

WUTI 8^5596 

84ft ; 

94 

WUTI7.9S97 

80 

00(4 

WUTI 12ft81 

103*6 

B6ft 

WUTI 10sfi6 

98 

56*6 

WXfoE 5*692 

71ft 

83ft 

WstgE 8*695 

90ft 

777% 

Wstv 9*62000 

98*6 

63*4 

Weyh 5Js91 

86(4 

70ft 

Weyh 7J5s94 

86ft 

62<6 

Wevh B*b00 

93ft 

100ft 

WevhflsflS 

93*6 


White 5(497 

84ft 


WhMt 5ft93 

56 

99 

WhMt 7(473 

66ft 

101ft 

Whltkr 4ftS8 

70 

101ft 

WTi/lkr 10s96 

91(6 

86 

Wlcke 51694 

63 

88(6 

Wicke 71698 

B346 

90*6 

Wlcke 9s» 

lOOVa 

60 

WHIR 5(689 

74(6 

95ft 

Wins 10(483 

9« 


LM* 

Price 


WlsC 4(4291 
wlsC4(42Wr 
WlsG 104495 
WIsT! 7(407 
WtacTlteM 
WlSCTI 8(616 

When 4(4*3 
Woml 5(494 
Wool w 9*99 
WdAlr 10*93 
WdAir I1W94 
WvILB 5%88 
Xerox 6*95 


47(4 
46 
1C? (4 
7714 
85 
86*4 
78 
110 
92(4 
94 
98 
71*4 
86(6 


t-/. 


a 


Xerox 6-2*82 
YflBtS 4(490 


YnBtS 10(300 
Yrwt5 9*491 • 


*514 


ZOOf 4*688 B 
Zap! 6*688 
ZOPl 44688C 
ZapT 10*401 
ZdPMOV.97 
ZOPOff 79485 
Zayre 5*694 ■ 
Zum 5*694 


72" 
75-t 
75 ». 

a 1 - 1 ' 




Foreign Bonds 


■i. 


Austl S1680n 
Ausfla 5*685 
Aust Id 8(681 
Austin 91494 
AusMa 81483 

Austin 9*96 
Ausfla 8(484 
Ausfla 8*49? 

Austria 9s82 
Austria 84492 
BanqF9Y460 
BanaF 8.95*83 
Brazil 10381 
Brazil 9*82 
COHAut 9(497 
CoLssa 9.3596 
Cuba4(477f 
El Fro 8*483 
ElPra wan 

ErTLsb6*80 
Eurofm 9s82 
EurCS 8*679 97 13-32 
EurCS 8*483 9SV4 
EurCS 89480 
EurCS 9*96 
EurCS 81484 
EurCS 8*496 
EEC7W83 


100 

Ml* 

96*6 

96(6 

9414 

95(4 

94(6 

93 

98*6 

93(4 

98*6 

96*6 

99J4 

96 

95(4 

96*4 

17*6 

98 

93*4 

96(6 

98*6 


97W 

9214 

94 

92 

94(6 


92h. •' 
*35i' 

m--' 

97*4 ’ 
79- •• 

W. 


Eurlnv948Z 
Eurln8%96 
Eurln9s97 
Eurln 8*185 
Eurin 9(698 
Flnlnd6s79 
int5tdE6s86 
JapnD 8(480 
MexcoBVW . 

Mexca 10*80 9 m' 

MexcoWMi 

Mexco 9*82 . 

NlPTT 7*482 
Nora Kb 9(498 
Norwy 8*480 
Nwv 885*80 
Norw 8(681 M 
Norwy B1&81J 
Norwy 7*682 
Norwy 9*684 
0*10 8*697 
StXhlm 87392 
5WBd8(M7 
Tokyo Caw 
UK8V485 
UK. 87393 
Venez 8*692 


99 

98 

.« . 

9M 

9B.' 1 , 

97J5 

9616 

100 - 
91 - 

93(4 ■ 

93“ ' 

■ 95 ' ■ 

T; 


Currency Rates ; 

By reading across this table of the March 16, 1979 's closing inter- . * 
bank foreign exchange rates, one can find the value of the major cur». -■ . 
rencies in the national currencies of each of the following financial 


centers. These rates do not take into account bank service charges. 



S 

£ 

DM 

FF 

LJL 

Odr. 

BP com. 

SwtesF. 

DnJr. 

Amsterdam 

10115 

4X95 

107.95- 

46.90- 

-02389 

— 

6X29* 

11969 * 

34J71* 

Brands (a) 

29.46 

59.96 118075 

18625 

3.5015* 

14.65 

— 

17J3J 

5X8575 

Flmnkf an 

IJI636 

3.7919 



43.38 ' 

1215* 

9167* 

6J2* 

II0J5* 

35J5* 

London (b) 

2X3195 



3.7935 

8.719 

1.71125 

4X845 

59.91 

3.42275 

10548. 

M3m> 

84155 

1.71110 

45166 

196.11 

- — 

418.54 

28.55 

50012 

16130 

Nc« York (cj 



102«3 

1.8645 

4291 

840.75 

10117 

29.395 

1.6815 

5.185 

Part.** 

419 

8.7315 

23035 • 



5.1041 

213.40* 

14J73 * 

23515* 

8L7V 

Zorich 

IdfSIS 3.42205 

RL2447 -J9.J5W 

(L20 83 60915* 

5.7 J 025 * 

— 

324401“. 

ECU 

1 35026 

1X663647 

151647 

5.79868 

I.I35J7 

171591 

39.7651 

216978 

60W7J 


The following air dollar value* u quoted on rbc London foreign exchange maiVet: Damih krona: 
5.(85 ; Escudo: 47 90 : Israeli C 20.<75 ; Ptteta: 69.17 : Schiffing: I3A5S : SorJjeu: 4J67 ; Ync 
207-575 ; Nor*, kroon 5.J0I : Fm auric: 3.972 : Bdgtan Eiuncul iraDC.-29.785 ; Haag Kong S: 4.855, 
Smyipotc 6: 2.1763 : Canadian 5: 85.165 U.5. cent*. 

U« Commercial franc. (h\ Anmmti neede d to buy one pound (c) Amooots needed U boy m dofl», 
(') Unit* of 100 (xlUnii* of 1.000 

ECU : Enropcon Currency UmL as quoted in Beusseb. 

Closing mca or uHicial fobogs for European ceaim; 2pm EST rales for New York. 

“Indicative figures. ' 


INTERNATIONAL BONDS 

(a teeekty list of non-doUur-deriomiiuztted issues) 


DM Bonds 
(overuse prices) 

Arbed 6*6-87 

Aalat Enhwlckl.Bk.7-85... 

Australian 5*6-69 

Brasilian 7*6-84 

Brasilian 6*6-85 

CCCE7-89 

CNT71A-83 

C F P 8(4-85 

C F P 6(4-84 

C N P 6-87 

Eurafom 5*6-87 

E I B 6*6-84 

El B6-89 

Euroflmo 8-83 

Euroflmo 614-88 

Europa rat 7-83 

Europarat 6(6-87 

EWG 7V--83 

Finn fond 7-67. 

Forsmorks 5*6-90 

Gan Zentralbk Wien 887 . 

Hydro Ontario 614-87 

I A D7-67 

I A D 6(6-88 ..... 

I Cl 714-87. 

I C I 6*6-87. 

Kingd of Denmark 6-88... 

Kinod af Denm 5V6-84 

Kobe 6(487..; 

Kopenhaoen 7(4-86 

Montreal 7-87. 

Ncusaafand 7(4-86 

Neuseelond 7-87 

Neuseeland 5(6-86 

Nora Kommunalbk 4-89.. 

Norr>ipe6-B9 

Norsea Gas 7-89 

Norsk Hydro 6*6-89 

Oesterrelcti 6*6-85 

Quebec Provlnz 7(4-87 .... 

Quebec Hydro 4V4-87 

Quebec Hydro 6(6-87 

Sonko Steamship 814-84 .. 

Sonko Steamship 7-84 

Schwtden 6-89 

Voest 6*6-89 

Waltbank 6*i-87 

Welttmnk 8-82 

weltbonk 4Vt85 

Weltbank 5*6-90 


99M 
(01.75 
9780 
103 AO 
9870 
101 JO 
102J5 
10485 

ioua 

9675 
9375 
103.00 
9&5D 
107 JO 
10080 
10340 
9770 
105JO 
-100.15 
93 JO 
9850 
10050 
10)^5 
9650 
104J5 
10050 
95.15 
96X0 
10150 

103.10 
9975 
105X0 
102X0 
9475 
9SJ0 
9670 

10175 

100X0 

102X0 

105X0 

9955 

9875 

N.a 

10175 

9650 

10055 

101X0 

10&40 

99.10 
9170 


Units of Account 
DM Basis 

CommUrbMd 14475 

C C A 8-84. 14475 

Cred Not 8-86 14475 

Denmark 8-86 14475 

E.S.B.(lrl) 8(6-86 14475 

Escom Bi/4-86 14275 

/Wan Hobo 7-89 14475 

Nancy 8-86 14475 

Norges 7*6-86 14475 

Reed 6*6-86 14175 

S.D.R. 8-86 145 JO 

Ape! 9'/j-85 106.00 107 JO 

Cof iroute 9-89 103X0 1Q4J0 

CoPC»tvr-93 9050 92M 

Cop City 8*4-86 103X0 10450 

COP City 9'a-85 105X0 106 JO 

Coo City 10-79 100 JO 

C.C.A. 91/4-85 106.00 107 JO 

Cop Ttl 9«/s-B5 107X0 10850 

Enso9'/4-84 104X0 10550 

Funen Tel 9-84 105X0 10650 

G.U. 9*«-83 103J0 105X0 

Helsinki 10-83 104J0 106X0 

Iceland 8(4-88 101 JO 103X0 

Ice Iona 9'. 4-86 10550 107X0 

Iceland 10-94 109X0 

I matron 8V1-87 J KL50 104X0 

imotron 9*4-85 107J0 109X0 

irtdM Bk9(b-83 10350 105X0 


Ireland-9’4-82... 10250 104X0 

Ireland 9*6-84 104JD 106X0 

K.L-I- 7*4-93 9850 100X0 

Manitoba 9V6-85 105X0 10650 : 

Oslo 8*4-92 10350 105X0 

Oslo 9(6-85 — 104X0 10550 

Oslo 10-81 104X0 

Pechlney 8*4-89 ;. 10150 103X0 

S.D-R- 7-93 94X0 9550 

5.D.R. 9Vi-B7 10350 105X0 

SXJ.R. 914-85 104X0 10550 

5f. Oil Ind. 8-88 100X0 10150 

Swed State 9<4-85 107X0 10850 


Canadian Dollars 

Conpac 914-83 96 »(5 ' 

Ford 9(6-83. 1 96*4 96ft 

GMAC 9(6-83 96(4 9646 ? ' 

Hudson Bay IO'A-81 99 99*6 

Manitoba ' 9(6-85 96 97 

Royal Canada 9W-88 ... 97ft 98ft ’ 

Roy not 9 Va -80 97ft 98ft ; 

Texaseulf 10-86 100ft 100ft '. 

Toronto Dominion 9-82. 96ft 96ft j 
Union Carbfde9*6-86 ... 99*4 100(6 


European Currency Units 

STVfr ICO 8-86 99.00 100X0 

E.N.EJL 714-86 9975 10O75 

Intertrigo 7ft-86.i 101J0 103X0 

Far trading In DM 


French Francs . 

BASF7ft-87 8750 B8J0 

CNA 9*6-87 10175 102.75 

CECA 10ft-82. 10150 1O2J0 

Charbonnages 10V6-82 . 101.75 10275 

Cfm Lafarge 716-87 8550 8650 

Cred Fane 10(6-82 101 JO 10150 

El B 714-88 8375 8475 

Paribas 10(4-82 101X0 102X0 

Peugeot}**}. 101X0 102X0 

Quebec Prov7ft-87 85.75 86J5 

Rhone-Poulenc J0ft-80 101X0 10100 

Sf. Goboln 10-80 101X0 103X0 

World Bank 7(6-87 85X0 86X0 



Guilders 

ABN 9ft-79 99.75 100JO 

AMRO 9!/»-79 9975 10050 

Arbed 614-80 99 M 99.75 

BP 6-79 99X0 9975 

Cons Foods 6ft-80 98.75 99J0 

Euroflmo 5*4-79 99X0 9975 

ElB9ft-79 99.75 100JO 

Govett6ft-7? 99X0 99.75 

Holl Inn 4ft-79 9975 100X0 

KLM6-79 99.00 99.75 

Ned Gas Un. 9*6-79 10025 101X0 

New zeiand 6*6-79 9975 100X0 

Sperry 6ft-79 9975 1WX0 

Sf. Brands 6Va-79 99J» 9975 


Luxembourg Francs 

Aslan Bank 6*4-87 91X0 93X0 

EIB7086 97J0 9150 

Burmah 7-86 B8X0 90X0 

Cons Eur 7-87. 9150 93^1 

Denmark 6*6-87 91.00 93X0 

Gr . Met. Hot. 6*6-87 87X0 89X0 

Finland 7-87 91X0 93X0 

ISE6ft-87 95.00 97X0 

Reed 6*4-87 86X0 8&M 

Slater 7ft^7 76X0 


i ,i i~ 


Kredietliix Indices 

I Don 100 Mav 1. 1777) 

Feh.2IMQ/Ly 

14 UC 17 129 MS 

12941 

UC9 flBO 9SX7 

DM. I0BL7D 

FF 11195 11L5» 

FLUX T 02904 HJ2JP 


Private Placement 



March 19, 1979 


CHUJITSUYA CO., LTD. 

Tokyo, Japan 

DM 30,000,000 

5% Convertible Bonds of 1979/1987 


i ^ 


4 i 


Bayerische Vereinsbank 


Nomura Europe N.V. 


Banque de I’Indochine et de Suez 


Sanwa Bank (Underwriters) 

Limited 


Baring Brothers & Co. 

Limited 

Vereins- und Westb ank 

Aktiengesellschaft 

S.G. Warburg & Co. Ltd. 


> 






in> 


Euromarket- 

(Continued front Page 9 ) 
issue of IDB International, a fi- 
nancing subsidiary of Israel Dis- 
count Bank. The notes bear semi- 
annual interest at the higher of ci- 
ther a quater-pomi above six- 
nninth interbank Eurdollar offered 
rates or 7 percent. Texas Interna- 
tional Airlines Capital NV is also 
in the market, one of the rare non- 
bank borrowers to tap this market, 
-■ccking $35 million for seven years. 
It is offering a coupon of at' least 
iliree-quaners of a point over the 
three- month Eurodollar offered 
rate and gurantees that this will 
never be set helow 7 percent. 

Still underway are FRbT issues 
for the Central American Bank for 
Economic Integration and United 
Overseas Bank in Singapore. 

Although Britain Ls threatened 
with internally generated inflation 
due to recent large increases in 
wage settlements, analysis contend 
that sterling should hold firm be- 
cause of tne nation's anticipated 
self-sufficiency in oil by the end of 
this year. Since long-term U.K. in- 
terest rates are high by internation- 
al standards and the foreign ex- 
change risk of holding sterling is 
perceived to be small funds have 
been moving in from abroad for in- 
vestment in the government bond 
market. 

These inflows have encouraged 
bankers to re-open the Eurosterling 
market. The First such offering this 
year was a £15-million. 12-vear of- 
fering of Finance for Industry Ltd.. 
a quasi-government agency which 
provides medium-term credit to 
British companies. After being 
priced at par bearing 13 percent, 
the issue moved to a premium in 
the resale market because of strong 
Jemand. 

However, it apparently has not 
been easy for invest merit bankers 
to find borrowers willing to pav 
such high interest rates. Neverthe- 
. less, an “elegant solution" was 
found for General Electric Co. 
Lid„ the major U.K. electronics 
company. In effect. GEC is enter- 
ing tnto a back-to-back financing 
arrangement which will allow it to 
use certain provisions of U.K. ex- 
change control regulations for free- 
ing domestic cash for use overseas, 
bankers say. 

Its offering consists of £50 mil- 
lion of 10-year notes bearing 12 h 
percent annually. While the interest 
rate is steep, if is understood that 
GEC will use its abundant domes- 
tic cash resources to invest a similar 
amount in the domestic bond mar- 
ket at similar terms and maturity. 
Thus, the interest on its sterling 
borrowing liability will he matched 
by income from a similar invest- 
ment asset. 

■ Under certain provisions of U.K. 
exchange control regulations, the 
.income from the domestic invest- 
ment can be used to pay the inter- 
est on the external liability provid- 
ing GEC can show that deployment 
of the external funds gives a 


'‘matching benefit" to Britain - !, bal- New York Stock Market 

ante Ilf payments. This require- — — - I 

rffee lively GEcfi.IJc iCwitinued (mm Page 9) 

mechanism for moving some'cNis L ‘ mhu ' ,cv Wc do it ail for >ou." this represented the poorest price m 
ample cash abroad without cornu nt ' u • *»o years and compared with the Mi Donald's high of 77V 
through the dollar premium market Arc , ,e Golden Arches finally fulling'.’ What ha*- happened to the com- 


IKTIIKNATIOVVL HKKALn TmBrMv, MOfSDAl, MARCH 19 . 1979 

l Stock Market ^ utH ^ s 

tinued (mm Piw 9l 1 Uses Powers H. 
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Mirabella Gets His Chance 


''.iuu£n me oonar premium market 
at a penalty exchange rate. 

Though the Hums-tcrling bond 
market encountered .vmc profit 
taking last week on recent gains. 

GEcTUufis -wd. par’IbTblauS '°' Intensified Competition’ 

the anticipated yield now compares * >r ^ Bi.ise, an analvst who tracks the fast-food indusirv for the 
favorably with domestic govern- brokerage house of Sanford C. Bernstein & Co., ettes "overexpansion, 
ment bond yield*. And. of course, intensified competition, market segmentation and pricing problems" as 
there is no interest withholding tax *' me ol the drags on McDonald’s and others in the industry as well 
on the Eurosterling issue. " hen all the Big Maes, milk shakes, french fries and Egg McMuffin*. are 

Also scheduled last week was the cleared away, this means a slowinc trend in store sal ev 
Mrst Unit of Account bend offering Accordingly. Mr. LX- Btase has sliced ins 1979 earnings estimate for 
nased on all the currencies partici- McDonald's to between $4.60 and $4.75 a share from an earlier projection 


party that Standard & Poor's describes as "the dominant force in the fast- 
food restaur am indusirv through its aggressive expansion and mer- 
chandising programs'.'" Among Wall Street analysts, the company has its 
uei raet or » and defenders. 


(Continued from Page 91 

known m the conimodi-.y trade as 
"a squeeze “ 

Mom commodity -futures con- 
tracts are settled not by delivering 
the carload of wheat «?r potatoes 
that the cun tract calls for. hut by 
cash. 

The per sun who sold the futures 
Lonir.set — called “the slmn" — 
pax* the person uh» houghs the 
contract — known as "the long" — 


Homecoming for a Yankee Fan 


By Red Smith 

FORT LMJDERDALE. Flj. 
tNYT i — When Paul Mirabella 
wa,s pitching for the Texas Rangers 
last year, he and Diane Polizzi 
eho-e Oct. 24. 1979. as thetr wed- 
ding date. Then he was traded to 
the ’Yankees, so they postponed the 
ceremony j month. 

This tells us something about 
Paul Mirabella a> handicapper of a 


the difference hoiwcen the price of pennant race. He thinks that os a 


paUng in the European monetary 
System ( EMSl The 40- million UA. 
10-year is.*.ue fur Softe. a financing 
subsidiary or the Italian telephone 
utility. STET. bears interest at S'* 
percent. 

TTie UA provides fixed, but 
adjustable, exchange rales for the 
eight currencies participating in the 
expanded currency "snake." Pay- 
ment w-il| be in Danish kroner at 
S.56656 per unit, making the offer- 
ing equivalent to about S66.2 mil- 
lion. Use of kroner for subscription 
reflects the fact that the krone is 


of S5.05. (Last year, the company .showed a profit of $4 a share.) 
"McDonald's has a problem," he said. "Its got to bring on new products, 
but it can’t afford to reduce line speed at its stores." 

In an analysis or various factors that could affect McDonald's in the 
uncertain future. Joseph Doyle of Smith Barney. Harris Upham & Co. 
commented recently: “We are deterred from recommending purchase." 
He cued the possible adverse interaction of higher hamburge7 costs, fears 
of gasoline shortage* and a recession. 

All of these problems are rcjlly nothing new in the opinion of Margo 
Alexander, who follows the company’s fortunes for Paine Webber Mitch- 
ell Hutchins Inc. "Over the years." she said, "the fundamentals at 
McDonald's are superb, affording an excellent grow th record and earn- 
ings predictability." At Paine Webber, the firm that took McDonald'* 
public w ith the original offering, estimates call for the company to earn 


ilie contract and the currem price 
of wheat. 

But the longs, who held 90 per- 
scni of the March wheat contracts, 
refused m accept cash settlement 
and demanded delivery- of the 


Yankee he might be busy in Octo- 
ber. He assumed that as" a Ranger 
he would stan vacation September 
30. Boh Lemon, the Yankee mana- 
ger. grinned slowly when he heard 


jd demanded delivery of the of change in weddina plans. "I 

heat. This is legal, but not com- hopt . he's n^ht," he said. ' 

ion in the futures market, where Lemon had been watching the 


currently the strongest currency in a •'hare this year and S5.M) a share in I9*cu. 

the snake. However, investors will “l' n > musl enthusiastic about McDonald’s as a stock buy." Mrs. Alex- 
be ahle to chose whichever curren- J, 'der said. “The company's problems have been well advertised jnd 1 
oy is the strongest in the snake at dunk they already- arc reflected in the price of ns stock.” 

‘Span?' Sides PulliTiis 


Eurobond Yields* 

Week Ended March 14 

tu.5. oefiorii 

International insittu- 

»>"ns 9.47 r r 

Industrials. lung term 9.56 7 

Industrials, medium term 9.S7 ^ 

Canadian dollars, medi- 
um term 10.49 't 

French franc, long term 0.95 4 

Unit of accJong Term S.2b *v- 

Colcukrted by Luierobeurg Slock E>- 
cnangr 

Market Turnover 
Week Ended March 16 

iMilllonsot Ui Donors] 

Non-acltar 
Totnl Dollar Equivalent 

Cede! 867.50 576.40 291.10 

Eurocl. 2.083. 1.678. 405.00 


Consolidated Tradinj 
Of AMEX Listings 

w«* EnoeoMorcJt U.1V79 


Sale* Hun low Las) Cnge 
RnsrllntA 71^000 Silfe S0>» 530S +2W 

Champ HO 545J00 2W Hi 2L. +Vi 

Cdn SunOII 560.40a *3 ?l 91W +20X. 

HOOQMMk 514,100 l TVs 16 17Vi 414* 

GoldNuget 50/MX 2tf 24 24»* — 2Vi 

McCllll Oil 02JW0 » IS »«. +2X. 

Cdn Homsid 415.500 nvs to*. 13*? +3%. 

ToMIPtlNA 330500 IWi 17V. 17V, -M-V. 

Da to prod 330400 iws i7'« 1 rn —2 

RatwerOll 301500 1HV UV8. ISV-. +\>u 

Volume; 20,740000 shares 
Year la Dale: lMTOaooo shores 
issues traded In: 1010 

Advances; 342 ; declines: 273 ; unchanged : 176 
New H tofts: BO : now lows: 22 


think they already arc reflected in the price of ns stock.” 

‘Spotry ’ Sales Pal terns 

Sales patterns at fa.st-fiiod chains have been “spom" in recent months, 
acknowledged Michael Esposito of Buchc Halsey Stuart Shields. Bui 
rather ihan turn his back on the group, he is advocating the accumulation 
of sclei ted Issues. 

Pnc appear on his shopping list: McDonald's and PonderosJ System 
«*n the Big Board, plus three over-the-counter items — Jerrico Inc.. 
Sh-iney's Inc. and Wendy's International. 

Wendy 's, with its “hot ‘n juicy" .slogan, ha.s come along fast in recent 
yeais. now ranking second only to McDonald's among the independent 
chains. Since its formation in !97u. this company has. as Standard Jt 
Poor's points out. "compiled an exceptional record *>r rex-enue and earn- 
ings growth.” Between mid-1977 and the middle of Iasi year, in fact, the 
price of its stock nearly quintupled. 

But some followers of the fjst-food scene are not enthusiastic currently 
about Wendy's. In the view- of De Biasc Ji die Bernstein firm. "Wendy’s 
appears to he undergoing a material slowdown in its earnings growth." 
Citing tile chain's limited menu as a drawback, he looks for an abrupt 
slowdown in the earnings pace at Wendy's. "We would not look, for any- 
thing greater than a 10 percent annual earnings gain over the long term." 
he asserted. 

Even the more optimistic Mr. Esposito has pared his 1979 earnings 
estimate for Wendy’s to between S2 and S2.25 a share from an earlier 
forecast of $2.65. The company showed a profit of $1.66 a share for last 
year, up from $1.06 in 1977. 

Pondcrosu System operates and franchises one of the largest chains of 
low-priced steak houses in the United Stales. The number of its units has 
more than doubled in the last five years and plans call for further aggres- 
sive expansion. Although its shares have since rebounded sharply, some 
investors doubtless suffered heartburn when the stock plummeted from a 
high of 844* in 1972 to a low of 3-‘s only two years later. During this same 
period, the price-earnings ratio shrank from 61 to 7. Ponder osa traded last 
week at around IS. 

Jerrico. whose operations include limited-menu seafood restaurants 
with a nautical theme, runs unit* located mainly in the Midwest. South 
and Southwest. Shoney’s. which ha.s been serving up its food fast for 
nearly two decades, concentrates locations in the Southeast Its Big Boy 
units are full-menu family reiaiurams with waitress service. Other outlets 
specialize in either fried chicken or seafood. 


min m the futures market, where 
unly 3 percent of all contract** are 
ever delivered. 

By demanding delivery, the spec- 
ulator*. forced up the price ol what 
tittle wheat was available But with 
contracts out for delivery of five 
times a> much wheat as was avail- 
able. there was not enough wheat at 
any price. 

That meant the shorts, who had 
contracted to deh-.er wheat to the 
four speculators, had only one 
place they could turn to get thjt 
wheat — the same four speculators 
who controlled 90 percent of the 
market. 

The speculators could demand 
any price they wanted for the 


young lefthander in exhibition 
games, and enjoying what he saw. 
Mirabella has now worked six inn- 
ings. all scoreless. The other day he 
walked in against the Los Angeles 
Dodgers and threw three hilless 
innings, stiking out two. 

“About eight of you guys in a 
row asked me whai ! though; about 

him." Lemon icid a reporter. “I felt 
like the ullage id to; repeating 
myself." Then he said it for the 
ninth time- "Very impressive." 

“Did it mean something special 
that you were w orking against the 
National League champions?" Mir- 
abella was asked. 


" r ' Le mvy wji.iea tor tne "No." he said. "It was nisi a job. 
wheat they neld because x was the 0 ne of the teams l have to pitch 
*»nly wheat in Chicago. jgamst.' A erir. flickered JCTOis his 


.... ..net ... ^ ..iv u-s jgamst. A gnr. nickered jero-s his 

The commix: ion headed off the face. “M\ father’s a Doduer fan." 
p|.»x by freezing the wheat price he said. "Tile World Sene* I jm fall 
where ii w-.vs on Thursday, .it 53.7f washurd on hint." 
per bushel. At World Series time. Paui was 


Take advant age 

of the best news deal in the world 

and save money! 

Subscribe today to the International Herald Tribune and start 
receiving Europe’s only international newspaper every day For less money 
than you’d pay on the newsstand. 

You'll be making the most sensible news buy possible. And you’ll 
be getting unequalled coverage ofimportant world news, incisive articles 
by columnists and business and finance pages that ofier international 
businessmen exactly what they need to know. 

New subscribers will save 25% on our regular subscription ofter 
_ {which in itself is a substantial saving over newsstand prices). 

Depending on your country of residence, that saving could be as 
s much as 47% of the newsstand price! 

Complete the coupon below and start getting more world news for 

less money today! 

These are the special rates after deduction of the introductory discount: 



PUBLISHED WITH THE NEW YORK TIMES AND THE WASHINGTON POST 

Please send the newspaper by mail for: □ 12 months □ 6 months □ j months 
Saving 25% of the regular subscription rate. 19 3-79 

NAME “ — 

ADDRESS — — — 


CITY 


COUNTRY 


bavmfnt Ml 1ST BE ENCLOSED WITH ORDER TO: International Herald Tribune. 181 avenue , 

! Ch«lewlc-SaiuUe^^922W^ Neu il l^sur'Seine . F ? . For accounting purpo.es. Pro-tomu - , 

j available on requcsL 1 

S THIS OFFER FOR FIRST TIMERS UBS C Rl BE R S_ONj. > , 

— This offer valid through April i sl 1979 


The agency got similar result* IU still a Ranger but the word was out. 
days agri. when a shortage and the Before leaving Texas he had been 
potential for a .squeeze dev duped told that a deal with :he Yankees 
m the potato market. In that case was cooking and he would be in it. 
the New York Mercantile Ex- "This created sentimental problems 
change voluntarily halted potato for his sire, who had pitched for 
futures trading with the encourage- Brooklyn farm teams in his youth 


ment of the commission. 


and had never been able to cut the 


La.xt week, the commission silver cord even when the Dodgers 
accused a coffee company owned defected to California. 


hy the government by EJ Salvador 
and a group of LLS. coffee brokers 
of illegally inflating the price of 
coffee in July. |977. w 

The coffee group allegedly 
bought 18 million pounds of cofree 
in New York and shipped it to Bra- 
zil. the world's largest coffee-ex- 
porting nation. This created a tem- 
porary shortage of coffee in New 
York, which may have increased 
prices by as much as 20 cents a 
pound for a short time. 

The commission is investigating 
subsequent efforts by coffee-pro- 
ducing nations to force up U.S. 
prices by manipulating the coffee- 
futures trading on the New York 
Coffee and Sugar Exchange. 

Copper Futures Rise 
On Zambian Rumors 

CHICAGO. March 18 (AP) — 
Copper futures rose Friday, influ- 
enced by expectations that copper 
supplies' in New York and London 
will continue to show a prolonged 
decline. 

Commission-house buying 
pushed copper prices higher on 
New York's Commodity Exchange, 
mostly on rumors that Zambia, a 
major copper producer, had de- 
clared force majeure — an uncon- 
trollable situation that prevented 
meeting delivery obligations — for 
most of its copper shipments. 

A later wire service report said 
that 21a ire. not Zambia, had denied 
the rumor, and the absence of con- 
firmation of the Zambian rumor 
led to profit-taking. 


When the trade was announced 


NHL Standings 

CAMPBELL CONFERENCE 



PatrtcK Division 
W L T 

PI*. 

GF 

GA 

NV Islanders 

44 13 1! 

100 

314 

IB4 

nv Rongors 

28 23 1 

94 

2B4 

33V 

Atlanta 

37 25 7 

at 

283 

245 

Phlladelahta 

33 23 14 

ao 

235 

310 


Smyttie Division 
W L T 

PtS. 

GF 

GA 

Chicago 

2S 3112 

62 

204 

243 

Vancouver 

20 40 IQ 

SO 

1M 

272 

St. Lou 1* 

17 4210 

44 

221 

302 

Colorado 

14 47 9 

37 

ia* 

300 

WALES CONFERENCE 
Norris Division 

W L T PI*. 

GF 

GA 

Montreal 

44 1510 

*8 

2«4 

ISO 

Pittsburgh 

30 2810 

70 

240 

24a 

U» Angeles 

30 1010 

70 

S50 

251 

Washington 

71 34 12 

54 

23a 

293 

Detroit 

17 3515 

SO 

220 

255 


Adams Division 

W L T 

Pt*. 

GF 

GA 

Bosl on 

38 2012 

M 

Z7B 

230 

Buffalo 

30 2514 

74 

235 

227 

Toronto 

30 2911 

71 

238 

221 

Minnesota 

25 3211 

51 

ra 

238 


Friday's Result 





«n Nov. 10. Mirabella was pitching 
for Caracas. Venezuela. Ten play- 
ers were involved. Texas sending 
Mirabella. Juan Bemquez. Greg 
Jemison. Dave Righetti and Mike 
Griffin to New York for Sparky 
Lyle. Mike Heath. Domingo 
Ramos. Larry McCall and Dave 
Rajsich. 

“My financee called me in South 
America to tell me about it." Mira- 
bella said. "Then Cedric T3llis of 
the Yankees called and told me to 
come on home. 1 was delighted." 

Growing up across the river in 
New Jersey. Paul had always re- 
garded the Yankees as The Team. 

"All the kids in our area did." he 
said. “The Yankees weren't win- 
ning them, but the Giants and 
Dodgers had left town." He will be 
25 on Tuesday, which means he 
was four when the Giants and 
Dkidgerx went west. All through his 
teens, the Yankees were losers. 

Did he dream of pitching for the 
Yankees in a World Series? 

He shook his head. It is a fairly 
lofty head (he is 6-feei. 2 inches 
tall i. topped by a curly dark mop. 
with brown eyes and a thin black 
mustache. "1 just dreamed of pitch- 
ing for the Yankees." he said. 

*Hc was born in Bcllcxille. NJ- 
attended high school in Parsippa- 
nv. now lives in Boon ton Manor. 
He began to think seriously about 
professional baseball when he was 
j senior in Parsippany High. 

"1 had pitched in Linte League." 
he said, "hut in Little League ev- 
erybody pitches. 1 played a lot of 
outfield m high school until my 
senior year when Phil Meehan, the 
coach, said I might have a chance 

NAIA Delegates Set 

Program for Women 

KANSAS cm'. Mo.. March 18 
(AP) — The National Association 
of Intercollegiate Athletics conven- 
tion has voted to extend the 
NAIA's program of athletic compe- 
tition to women starting with the 
next academic year. 

The resolution was approved by 
convention delegates by a vote of 
109-20. Before it can go" into effect, 
it must be ratified by the NAIA 
membership by a two- thirds major- 
ity with 51 percent of the member- 
ship voting. 


in the majors. Then ! went to 
Montclair State where the awch 
kept working with me. In 1975 the 
.Twins drafted tne but 1 didn t think 
thex- were being fair with their offer 
so I went back to school. The next 
January Texas drafted me and I 
signed." 

SiarTmu on the Rangers farm in 
Ashcviller N.C., the rookie fed the 
Western Carolina League with 136 
strikeouts. Then it was Tulsa in the 
Texas League. Tucson in the Pflctf- 
ic Coast League and. late last sum- 
mer. the Rangers. 

In the Texas chain he w-as 
coached by Dick Such and Sid 
Hudson. Coach of the Yankee 
pitchers is Tom Morgan. What do 
they tell a young guy? 

“About "the same thins. Try to be 
consistent with xour pitches. Try to 
stay ahead of the hitter. Leam to 
throw your breaking stuff for a 
strike when you're behind. If you 
can do those three things, you 
should make it. Remember to keep 
your head down and follow 
through." 

“How do vou teach a pitcher to 
follow through consistently?" Bob 
Lemon was asked. 

“I don’t." said the manager, sev- 
en times a 20- name winner for 
Cleveland. "By the time they - reach 
the big league level, their style Ls 
pretty "well "set. You might suggest 
to one that he bend his back a little 
more." 

Mirabella was both a starter and 
reliever in Texas. If he stays with 
the Yankees this year he'll proba- 
bly have office space in the bullpen. 

"I'd be hack home." he said, 
“where my family and friends 
could see me work. And the Yank- 
ees are the best team in baseball 
right now. Nothing wrong with 
being with the best." 

Flyweight Title Captured 

PUSAN. South Korea. March 18 
(AP) — Park Chan Hce of South 
Korea today scored a unanimous 
decision over Miguel Canto of 
Mexico to assume the World Box- 
ing Council flyweight title in a 15- 
round match here. 

More Sports 
On Page 15 


Vancouver 4, Colorado 1 

SBtanMXXtnlh 
Philadelphia 5. Buffalo J.atL 
□•IrallX St. Louis l.att. 

Boiton 4, Qilcaao 2!, all. 

NLY. islanders &N.Y. RanwwsJ 
Pittsburgh S. Washington 3 
Toronto 6, Minnesota 4 
Los Angeles 3. Montreal 1 

WHA Standings 


Ewnonten 37 14 1 

Ourtwc w 24 S 

New England 31 2S ? 

Winnipeg 31 M o 

Oncinncitl 27 33 i 

Birmingham 25 M t 

Ji-rndtanapolte S IB 2 

x-team dbJBaiKM 

Friday? Results 
New England X Birmingham 5 
Winnipeg S. Cincinnati 3 
Edmonton 4. Quebec I 

(No Games Saturday) 


l» L T Ph.6F G* 

37 14 1 M 353 20V 

34 24 5 73 237 217 

31 2S 9 71 254 233 

31 M » 68 2S5 257 

27 33 6 60 22* 237 

25 M 6 56 ZU 268 


SOCIETE CIVILE DES PROPRlflAIRES D’OBLIGATIDNS 

3 faux d’mt£r£t variable jgillel 1978-1983 de U.S. $1,000 

de ia BANQUE INTERNATIONALE POUR L/AFRIQUE OCCM3ENTAIE 

(hereafter referred to as "Saaete Gvile"} 

5i?ge social : 9, avenue de Atessine, 75008 PAR 15 


CONVENING NOTICE 

The general meeting of holders of the U-S. $1,000 floating rate 
notes, due 1 983, representing the U.S. $20 million loon which wos 
issued outside France by the BANQUE INTERNATIONALE POUR 
L'AFRIQUE OCCIDENTALE, is hereby convened in accordance wHh 
the articles of association and article 314 of the low n° 66.537 
dated July 24, 1 966, on April 1 979, at 1 1 a.m., ol Paris, 9, avenue 
de Messine, in order to deal with the following agenda: 

1 . Confirmation of the appointment of the first two Directors of the 
"Societd Civile". 

2. Designation of the place where the attendance register, the 
minutes of the meeting and its appendices are to be deposited. 

In order to attend or to be represented at the meeting, bondholders 
must, ot least five days before the date fixed for fhe meeting, 
deposit their bonds with the bonks and other establishments which 
took part in the placing of the issue,- these establishments will pro- 
vide them with proxy forms in French. 

Board of directors 
BANQUE INTERNATIONALE 
POUR L'AFRIQUE OCCIDENTALE 


BAGGAGE SHIPPING 


HOMESH1P AND SAVE 22 Rue 

TrevH*. Pari*.«c. Tel 346 2455. Co» 
Charhe Also vndl ' medium moving! 


HOLIDAYS & TRAVEL 


CLASSIFIED ADVERTISEMENTS 


(Continued from Back Page) 


ESCORTS & GUIDES 


ESCORTS & GUIDES ESCORTS & GUIDES 


ITALY - GREECE 
BY RAIL AND 
CAR FERRY 
BRINDISI - PATRAS - 
ATHENS 

FOR FULL DETAILS, CAUL 


REGENCY - USA 

Top echelon private escort service 
colermg to □ lop echelon cLenrele. 

NEW YOKOTY 

Trt 212-838-8027 

& 2 12-753- 1864. 


LONDON 4«007e. 730*357 

PARIS 7422284, 2M0090 

COLOGNE 33401 1 

FRANKFUPT 20757 

ZURICH 2012534, 2110891 

BERN 23473? 

GENEVA 357*11. 21551 V 

BRUSSELS. .. . S39/6?}, SLIdWV 

ROME 4740141, 445477 

AMSTERDAM 241677 

ATHENS . 3234333. 3236405 

VIENNA 5201 7* 6536 18 

VENICE 29133 30304 


4990076 7304357 CONTACTA INTL The no. I esecutitr 
7 , T-i-ra,' OA/vyun escort service in Europe; 

' 234fln GSUIAANY: Frankfurt. Cdcane, Bonn, 
tq 757 Duesse ldorf. Wiesbaden, Mainz. 

' 2012534" 2 i 1*0891 SWuZLSIANO: Zurich Basel, Winter- 
_ mur, Luzern. Berne. 

■WAn'jIwif Central Boo ktm tor ihe above men- 

5337639. SI M»9 nonrd olwl - Germany 06103-861 W. 


DAUA IN LONDON 
For that Special Outda 
0T-73I4I80. 


MAJtHABA (NPABK f 
High daw Mate and Fannie Escort* 
for every load occasion. 633 75 17. 


IN LONDON? 

Remember ~ For the most uelect escort 
service 01 -49? 1013 -3 p.m.-Il p.m. 


PARIS 

Katin. Tel. 746 41 94. 11 ojt. - 11 pm. 


PARIS; your hosieu afternoon and eve- 
rung. Cal; 757 6 2 48. 


ESCORTS & GUIDES 


ESCORT SERVICE FOR FRANKFURT. 
CaH for a nice time: 563629. 
CHARMING AUSTRIAN ESCORT in 
Frankfurt Call Man)® 595046. 

IN FRANKFURT CAU HELGA. 

becuiiful and amusing. TnL: 262728. 
JADE IN GENEVA, for rro hme - re- 
fined and drtoeie. Tel; 31 95 Q9. 
LONDON MALE ESCORTS. Present- 

0 facet - In London. Tel 2o2 310ft. 
EVETTE for lhai special rode. Tdt Lon- 
don 93/ 99] 0 

ELITE ESCORT IN PARIS. Tel.; 542 43 
MILANO ESCORT HOSTESSES. Rne & 


THE EURAILPASS 
SHIPS 

EGNAT1A - APPIA 
CA5TAL1A 
ESPRESSO OLBIA 


COSMOS 

OkJr-J & Musi Reliable Escort Service 
Wide Wtanion of lovet/ 
and nxihikinuat escorts. 

Open everyday 9:00 a.m until Jam. 

Park 976 B7 65. 



IN MAYFAIR LONDON 
Amanda Jay 

EXCLUSIVE ESCORTS 

01-499 7319/7310 


PARIS WELCOME INTI 

CHARTS! YACHTS mole* o< sd>! and I Gentlemen have you ever seen Pans 


discover the GREEK ISLANDS a lei- 
sme Inn an the Sea, Baiassi 1 Puaeus. 
T...' 4524069. Th 21 12 49. 
MAURITIUS/ SEYCHELLES S 
Amenca.Ttovel Centre London. Tel- 
01 -437 9134 'Tele* 27157. 

KENYA SAFARI HOLIDAYS: Nrteslar. 
London 01-930 1895. fforob 26997 


EDUCATION 


SPEAK FRENCH IN 3 WEEKS 

*iih open leathers Marr» czhe r pro 

S lams Reader /tew. or Centre Dorr, 
ar.s. 271 89 98. 


with an atrroehvr lady-' For a memora- 
ble rime please call 970 49 48 


PARIS ESCORT LADY 


refined, attra c tive and di screet 
Call 579 01 70. 


5AMANTHA - ESCORT 
Mate and female 

PARIS: 525 81 01 



PLACE YOUR CLASSIFIED AD 
OR ENTER YOUR SUBSCRIPTION 

at our office nearest you 


ESCORTS & GUIDES 


WHEN IN LONDON call Ocfsea Girl 
esoarli For ihu pieniesi and frieixl6esl 
ark ;n rown. 01 584 451 3- 2?49. 

LONDON ESCORTS. cicImimc, ver, 
drsoeei. Te). : UK. 01-403 7743 
MA D RI D . jyi a iuend. Anita 

IN^'lYUXDRHJ^'Chrw.na Inrernanond . 

frufltfe TeL. 250 00 51. * c-SKJSf ' r 

DUSSBLDORF SCORT EXCLUSIVE. Englnh. Spamh Cdl 32 55 83. 
CoS-. 0211 - 493tfK. 


TUXEDO ESCORT lNTHUttflONAL. 
Ttw be«l male and female 
escorts in Pam. 

Tel; Paris 222 60 55. 


AUSTRIA; M: McK*n While. Bank. 
gaiU'6. Fm 215. Vienna t. (To!. 
SfcH)6) 

BH.GIUM: Mr. B.H Rnnerty. 23 
Ave de to TorsorwJ CY. B». 12, 
10a0 Biuueh (TH 513.5740) 

UUTISH ISLES: Far wfawia l w Hi 
c ontact Hie Paris office, tu; ad- 
ve'inrng onk conlod- Mri Susan 
McBr/de. iH.T 103 Kmgswar. 
London. W.C 2 pel. 242659J 
Tele.; 242009 | 

GERMANY; Far subscriptions 
con tod the Paris office, fat ad 
vC'hwng toniaci; Mill i Oer- 
nngei. IHT. Gr orae Esc hen- 
hrimei Slraite, 43, 
FiarAlurt • Mam (Tef : 28 3& 78. 
Tele, <16721. IHTD.) 

GRSCE: Mi Jeon-Cbude Rennes- 
»n. f-rdorau 2t,. Athens n«L- 
3a 1 8397.) 

IRAN: A Km. Mahmud; 12. Bas- 
lomi 5r;ee; Xaorosh Kobir Awe , 
Teh;an 45. han. Tel 23290ft 

ITALY: Mr. Araoruo 5ambrona, 55 
Via della Mercede. W1B7 Feme. 
Pel : *79 34-37. Teles- 610 lt>l|. 

JAPAN: Mr Tadi-rJn Man, Meda 
Sales Japan Inc. Dauchi Mon 
Buildmg 1-12. l<V«yne, NaK- 
Sh;mbmhi Mma-lonku. Tokyo 
Tete^ 25646 Tel.- 5£M 1925 

LfflANON, SYRIA A JORDAN: 
Trans Arab MetSa Advert&iro 
Managencn) (TA/4AA1) PO ft?, 
6c$8 Beuui. Ham,- a Tel 340044, 
Sunod Tei ■ 335252 


MOROCCO: Mr. R A Siogri. 2 
Rue Murdoch. Caiciilanca CTH- 
27.36.83 w 22.00.9u ) 

NETHERLANDS; Ml A. Gnm. 
Hobbemasiraai 26, Amsterdam 
1007. Tel 020-76 86 4a '76 86 
67. TV 13133 

PORTUGAL Mn Rita Am bar. 32 
Rua das Janolas Verdes. Lisbon. 
(Tel.: 672793 6 662544 j 

SOUTH AFRICA: Mr dofam A. 
Hammond. Internahanal Medra 
Rtpresenro lives. PO Bos 4.145 
Jobormesbura 2000. TeL: 23- 
0717 TrtebH-4013 

SOUTH EAST ASIA: C Owe/ & 
Associates Ltd. 3F., Ha Lee Corn- 
meroal Butding. 30-44 D Aguilar 
5ueet. Central. Hong hong. Tele- 
phone; 5-230077. Tel*, 75355 
Free HZ 

SPAIN: Athedc Umlotrff Sarnwn- 
10. Pedro Tesara 8. Ibena Mart 
1. OH we 319 Madnd 2Q. Sinn 
let.: 4553306 Ti«^ 233S7 MART 
E. 2335 4 MART E 

SWITZERLAND; Mr. Ma’SbaJI 
Waher end Cwy Van Thizyne 
Ave des Desertes 21, 1009 
PulIj'TLouianne let.; (021) 

Ui.A.: Mr. John Quigley. Interna- 
tional Heiotd Tribune. 444 Madi- 
son Awe . New Yorl 10022 ffel . 
(212-752 38901 

HUVNOe ft OTHER COUNTSES: 
181 Ave Charles da -Gaulle. 
92200 Neuilly S' Seme. Tel. 747- 
12-65 Tele*. 612832. 


* Classified Ads * Subscriptions * Renewals 


VIENNA: 82.43.64 

ZURICH: 60 2000 
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Crossword — By Eugene T. Maleska £ I LET M£ SEE THAT 

I , - .... A book,' what is it? 

5 6 7 10 ” JV y 

iJ U /~^r gfm 

>7 » P t uy ^5 

5 8 s ' |§ 5 — s Qrc 

■t"7jr '“ilHi 3 

■hFI ■■Sri BrinFl 


|55 136 |37 
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[not IN A MILLION 1 LUCV MAS NO TROUBLE 
DEARS' FORGET IT ! JUPGING A BOOK 

^ ITS COVER! ^ 


|52 (S3 154 


ACROS S 

1 Former TY 
host. Jack - 

S Mature tadpole 

9 Member of a 
Latin I trio 

13 Atoll 

14 Fragrant flower 

16 "You must 

peck of dirt 

. . Swift 

17 What some 
planes break 

29 Jinx 

21 Wallace of TV 

22 Des 

(literally, of 
monks) 

23 Desk 
appurtenances 

24 Clowns 

25 Eyes quickly 

27 Soothe 

28 One of the 
Cratchits 

31 Norse nimbler 

32 Tall Asiatic 
tree 

33 Inst, at Troy, 
N.Y. 

34 Protections 
from warplanes 

39 "To is 

human" 

40 Kind of 
machine 

41 Furnace output 

42 Brenda the 
singer 

43 Swiss abstract 
painter 


44 Devotion 
46 Town 

48 James , 

actor from 
N.Y.C. 

49 TV producer’s 
concern 

51 French weapon 

52 Superlative 
ending 

55 Whar some 
planes fly on 

58 Large, in Lille 

59 Part of AWOL 
69 Alien: 

Comb, form 

61 Since, in 
Glasgow 

62 Playing card 

63 He sang with 
MacDonald 

DOWN 

1 Gist 

2 Net man Arthur 

3 Karras of 
football fame 

4 judicata 

5 Gasoline and 
water, e.g. 

6 Skating areas 

7. Ye 

Curiosity Shoppe 

8 Chitchat 

9 Height fnr a 
kite 

10 Shoppers' 
mecca 

11 Fit to ’ 

12 "H.M.S. 
Pinafore’’ group 


15 Dumas novel 

18 Arabian Sea 
gulf 

19 “The Desert 

Fox” 

23 Young salmon 

24 Jet plane's 
speed unit 

25 English county 

26 Embarrassing 
newspaper note 

27 Class in 
Calcutta 

29 " the Lord 

my soul to keep" 

36 Hazard asea or 
on land 

31 Far East unit 
of weight 

35 Kind of price 

36 Like smugglers’ 
goods 

37 Active one 

38 Kojak 

44 Roman general 
and statesman 

45 Baker’s aide 

47 Laundry cycle 

48 Yearn fer 

49 "From to 

riches” 

50 Wide of the 
mark 

51 Jewish month 

52 Checked out, 
visually 

53 Transmit 

54 Home, to Priam 

56 N.B.A. player 

57 Cut down a tree 
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. YOU ctonY J 
L.EAVE A TIP. 1 


BUTVOUR SIGN S«/S, 

S/NO TIPPIMG" T—' 


THAT’S THE 
OWNER'S IDEA 




rr^ 


WE WAITERS SAW 
r ’’GIVE TILL IT 

, hurts/** r 






ACCORDING TO Qc 
MY CUP&OARP, 

YOU HAP H.P. AS 
THIS MORNINe/ 
you DIDN'T 
SHOW UP/ / / 



^ ^THAT'S EL9EAN/ *6R 

's , USBArtt»- FBD/IA 

§7 ( WHAT I HEAR,“S 
=ff IdS EVEN LAZIER 
Tin V THAN you... a 


■ER MOTHER WAS 
, AT THEIR HOUSE 
>THE OTHER NIGHTS 
' EiSlE ftD A HECIC 
LOFARJWMmW, 


CMJEMOuitam 

1*evenlenC)A J 

> HAND TQ -< 
0 CHUCK 'ER OUT) 


^OOLAZV ID CHUCK 
,'IS MOTH BWN- LAW < 
'ouT~th«P51V£/«D. 


nwr avrar 1 


pmnhin^ my 


r 1 n~Aii 
flAY THg 
c*= 

■meUuPr > 


—Ahp whc7 Amo 

You would Ncnr 

H4l^ AcT&& TH0 
2AVU& A*> MY 
. GL\&HT F 




IN 

T 




THAT BOUNDS UKE 
LINDA OT/ IMG / 
START /OUR 
DINNER AND IU. 

BE BACK DOWN 
A& -SOON AS X . 
SET HER SETTLED/ 



FUEA6E . P& I ^BUT IF ~ 

SAID — PONT TELL) SHE HAS A 
KAY I MENTONED / PROBLEM 
HER DRINKING 7 IN THAT 
to NfQti / REGARD. 




FRANKLY. 1*M ATA POINT 
WHERE I“M THlNKlNGOF 

s DIVORCE / THERE ^ NO 

25W1 REASONING WITH HER/ 
TVE EVEN 

3T SUGGESTED THAT 
1 WE BOTH ^EE A 
I PSYCHIATRIST— 
V BUT SHE'LL 
l \ , HAVE NO 

VI' JY PbXTOF 

/ A IT/ 



mJMtW£F£ 

mm babb? ?mnot 

imBMJSB&l COMff/W 
mWFORmj UHH-Wi. 


H HOURS! v 




IS SIEVE 

i^7H5S£? 


ND,mb&tr 

0UTF0RSSR, 

ms.mT 

METUTAKE 
A MESSAGE? 


«5W.7Ki/fflw\\ 
160TFEPUP V 
WnHUfZlNTHSX 
FAST LANc, ANP 
immOECPB? 
s T0REnOEAfPe0 

j* backtdschool. 


'jimfFwup.. 

RETIRING, ANP 
GOmBACKTO 

MTS 

GOT IT. (5 THAT 


HAVE A 
NICE LIFE, 
MAN. \ 


1 


mi i 





mm v 
am mi. 

SEE YOU IN 
ROCK'N’ROLL 
v HEAVEN. 

If 


Unscramble these tour Jumbles, 
one letter to each square. 10 lorm 
tour ordinary words. 


BLACE 


US EAT 


LAVASS 


SCUABA 


THAT SCRAMBLED WORD GAME 
A by Henri Arnold and Bob Lee 


* T t 


DE1SN1S THE MENACE 


r 3-19 i 
i 




PURIN© A WATER 
6HOKTASE, THIS ADVICE 
—WITH SOME PEOPLE 
V— 15 OFTEN USELE&e.j 


Now arrange the circled letters to 
form the surprise snswer, 33 sug- 
gested by the above cartoon. 


Saturday's 


Print answer here: ‘ T I I ][ I .11 .U 

(Answers icmorrow) 

| Jumbles: TAKEN CARGO PHYSIC BECKON 




Answer: Whal ihagarage tycoon called himself— 
THE "PARK KING" 


Imprimc par P.I.Q. - 1. Bd. Ney Paris 75018 


Cl 

0° 


Mom ...how many good years have 1 got 
left beFore somebody mwoes me 2 * 


BOOKS 


CHAMBER MUSIC 


■ ■* vr-erf* 

By Doris Grumbach. A Henry Robbins Book / E.P. Dutton. 3$$ 

pp. $8.95. • 


Reviewed, by John Leonard 




■ ".in* 


T H£ SOLOISTS in, “Chamber 
Music” are Caroline Mclaren, 
very young and vexy old; her- hus- 
band, the American composer Rob- 
ert Mclaren; Robert’s friend 
Churchill Weeks, a student and 
teacher of music, and Caroline’s 
friend Anna Baehr, who comes to 
nurse Robert during his long and 
painful descent into death and who 
stays to love Caroline. They are all 
stringed instruments. The music we 
hear occurs in the chamber of 
Caroline’s heart. It is quite beauti- 
ful. 

Doris Grumbach is best known 
for the intelligence and sinew of her 
literary criticism and for . her biog- 
raphy of Mary McCarthy, “The 
Company She Kepi” (1967). In 
“Chamber Music,” her first novel 
in 15 years, she bandies incendiary 
material with such cool authority, 
such metronomic precision, such 
unobtrusive care that the efTect of 
the prose is subversive. We are as 
accustomed to sex in contemporary 
Gction as in Wagnerian opera or 
punk rock; we no longer listen. The 
insinuations of “Chamber Music” 
allow us to be surprised: we are 
captured by crafL 

A Memoir 

The novel purports to be Caro- 
line’s memoir, written at age 90 r at 
the request of the trustees of the 
Mclaren Foundation. The business 
of the Mclaren Foundation used to 
be the financing of the Mclaren 
Community, an artists’ colony for 
composers established in Saratoga 
Springs, N.Y., as a memorial to 
Robert Mclaren and run by his 
widow. The community burned 
down many years ago, but the 
foundation is applying to the feder- 
al government tor a grant to restore 
iL Caroline’s account of the past 
might help. She agrees to remember 
for her own reasons: she has “ex- 
traordinary truths” to tell and she 
is “comforted by the realization 
that there is no one I know alive to 
be surprised at me.” 

We are off, then, to Boston and 
her childhood in the 1890s; to her 
piano lessons and the tea party at 
which she meets the diaiming and 
ambitious Robert; to tum-of-the- 
century Frankfurt, Germany, 
where, while Robert studies compo- 
sition and conducts his own music, 
his 1 7-year-old bride and his bitter 
mother compete for his affections. 
Neither wins. Back, then, to New 
York and Boston and Robert's 
fame and Robert's disease and 
Robert's dying and the advent of 
Anna and the creation and destruc- 
tion of the Mclaren Community. 
“Chamber Music” is a marvel of 


Solution to Friday's Puzzle 
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□□□□ nnCJQE BEDE 
□□□□ □□□□□ BBEE 


. - •„ - 

what to leave out of a novel Thgrg 
is specification, but no reduralaal 
groveling. We learn as mu c h as.wi; t 
need to know of the auxiliary chaff- -S 
acters, and no more. We are made > ^ 

to feel that we are in Philadelphia f 
and Boston and Frankfurt, a - 

there are no guided tours. 1 am 
tempted to say that the book is all 
bone; instead, it is all strings — gut 
and nerve — and each vibrate. The 
silences are intervals in which to 
think before the music starts agafco. [ 
Every note evokes and fades. ' - ) • 

This masterly deployment ; 
silences, of reticences, applies' as/’ . 
much to Caroline as it does to the . 
noveL "The novel, after all, is h« 
memoir. She is not acquainted with 
irony. She lacks a sense of huiiK^ : « > 
She isn’t interested in politics and -V' 
literature. She isn’t Doris Gram- 
bach. In no way does Miss Grum- o 
bach seek to dazzle us with a sense > 
of Miss Grumbach, who can be a . r- ; 
symphony orchestra when she 
chooses to. She seeks,- instead, to !.-■•> ‘ 
make us live inside Caroline’s head 
and heart 

Thus we know, long before Caro- 
line, that Robert and Churchill 
Weeks bad a homosexual relation- 
ship in Frankfurt. We know that 
Robert is dying of syphilis, as 'Ll 7) 
Weeks will. We know that Anna is 'f ft* 1 
a force of Caroline's nature, the 
very nature Robert tried so hard to ’. - 
turn into music. Robert simply .. 
couldn’t bear other people's music, ’• • 
and perhaps couldn't hear his own. -: 
And so. when Caroline and Anna ' 
consent to love each other, we ad- , ... - 
mire Caroline all the more because 
she isn't aware of her courage. And . ; 
when, decades later, she is defiant 
about that love, we don’t ask for ' . • 
the anatomical details. She never ' ' - 

thought in those terms. She has 1- • 
earned her innocent right to her"..' 
“extraordinary truths.” 

A Celebration 

it is as if Wills Cather had dead- 
ed to tell the whole truth. It is Vtr- ■ f 
gini a Woolf without the evasive 
prettifying, the neurasthenia, the . 

gauze that chloroforms and the 
glaze that deflects the light and re - 
fuses die air. It is sometimes sur- 
prisingly French, like the plainness 
of which Gide was capable when he - • 
wasn't insufferable. Tt is never ' -* 
“contemporary' because it is not a •• 
smear of sloganeering and self-pity - ’ . 
that politicizes everything intimate . *- 
from bwl to boredom. Caroline it 
true to her time, not ours. She 
doesn't advertise; she celebrates. ... . 

Oar T«me would probably be 
kinder to Caroline, Anna, Robert _ ; 
and ChurchilL Certainly fewer peo- . . 
pie these days die of syphilis or, lot - .. 

that matter, influenza. “Chamber- 
Music'* isn’t about our time. It may 
not even be about historical time, ft 

is about needing and listening. 

Music, in history, is an accident & 
genius. Of her feelings for Anna/. . 
Caroline tells us: “It was the very _ . 

opposite of narcissism — it was 
metamorphosis.’’ This seems to me 
a very good definition of music and . . . 
of adult love, and “Chamber 
Music" seems to me one of those - ' . " 
rare novels written for adults wbd ; . 
listen. 

John Leonard is on the staff of The 
New York Times. 


Chess. 


There are few players — the 
world champions Emanuel Lasker 
and Bobby Fischer come to mind 
— who have ever been successful in 
playing into an opponent’s 
strength. For the resu the challenge 
may be fun or exciting but it surely 
is riot profitable. 

in deciding upon an opening var- 
iation to use against Viktor Kor- 
chnoi. sober sense would warn of 
the danger of offering any kind of 
gambit or sacrifice or material. This 
defensive genius lives on destroying 
speculative attacks. 

Why. then, did the young Brazili- 
an master Cicero Braga pick a gam- 
bit to confront Korchnoi’s French 
Defense in the third round of the 
Sao Paulo International Tourna- 
ment? Maybe Braga put his faith in 
the knowledge that every book on 
the French Defense for more than 
20 years has condemned the accept- 
ance of this gambii as too danger- 
ous. But Korchnoi cannot be bul- 
lied by that sort of consideration. 

It is universally recommended 
that Black decline the gambit by 
5. . . B-K2; 6 NxP. as in the I97S 
game.beiween David Bronstein and 
Tigran Petrosian in the Soviet 
Union, which continued with 6. . - 
N-KB3: 7 N/2-N3. O-O: 8 B-K2, 
QN-Q2: 9 O-O. P-QN3; 10 B-B3, 
R-NI; II P-B4. NxN; 12 BxN. N- 
B3; 13 B-B3. B-N2; 14 BxB. RxB; 
15 Q-B3. P-B3! with a solid defense 
for Black, since 16 QxP. R-B2 is 
weak for White. 

Of course, that conservatism is 
not for Korchnoi. 

(1 should be observed that White 
cannol recover the gambii pawn bv 
8 NxP since 8. . . Q^Q4; 9 Q-Q3, 
P-B4: 10 N-N3. O-O!: II P-QB3. 
QxNP is safe enough for Black. 
Again, after S B-N5. P-B3; 9 B-K3, 
O-O. it would have been wrong :o 
play 10 NxP?. P-B4: II N-B3. P- 
B5: 12 B-QBI. QxP. 

How did Korchnoi intent to 
counter the old main line, suppos- 
edly advantageous for White — 1 1 
P-B3. N-Q4; 12 BxN, PxB? And 
whv did Braga varv with II B-N5. 
P-KR3: 12 QBxN. NxB, keeping 


By Robert Byrne ' ■ 

his KB instead of his QB, whicfc '^Bdli 
was better suited to exploiting**,,.,^ 
Black’s dark-square weaknesses? ' : ".' ? 

After the exchange with 15. -T - 
PxP; 16 PxP opened the KN file - : 
Korchnoi’s 16. . . Q-R5 was an e* 
cellcm defensiw move, threatenioj • ' 
10 force the exchange of queen:-, r 
with 17. . . Q-B5. ” 

So confident was Korchnw 
about his ability to withstand thf 
attack that he paused to pick uf . 7 

another pawn to make the enc ; . 

game easier with 19. . . - 

rather than eliminate queens wiilS;^':: 
19. . . Q-K6. ■; 

Bun Voyage, Good Knight - H 

The critical momeni for the de 
(ease came after 22 Q-Kl. Brag? -sal > 
ihrealened 23 Q-R4 followed by 2* 

RxRP and 25 R-RBmate. Mc« 
over, it was impossible to coua 
le ra: tack with 22. . . P-B6? be - r 
cause 23 Q-N3! would have al 
lowed no defense to the threaten# v ir : 
24 RxPch. 


_ However. Korchnoi was readi' ^' 
with the powerful knight iransfcf>:- v '::- 
rat with 22. . . N-K2!. which roadT;; 

23 RxRP impossible because *K ! , 

23. . . N-B4-. 24 R/6-N6. P-B6; 

N-B3. P-B7; 26 QxQ. NxQ winniif^ 
apiece. 

Braga’s 23 R/6-N4 was now uflV : • 
able io prevent 23. . . P-B6. sin?" 

24 Q-N3 could have been squasWr. 
by 24. . . N-B4. After 24 R/4-N3'. 
N-B4. Braga resigned because - \ 
R-R3. P-B7I; 26 RxQ, PxQQch; 2. 

R*0. N\R puLs Black a rook , 

• & ' 

FRENCH DEFENSE ^ 

WWW Htt VMM 

Mp K MdMi Bnp 

INB P-K3 HB-B4 Pf '-X 

2P<H P-Q4 ISP-83 

3N-OB3 B-N5 «PtP QS.\. •- 

4N-K2 PxP 17N.IC 

3P-OR3 BxNeb 1 SOR-N 1 

6 NxB N-QB3 19R-N6 K . 

7B-QN3 N4Q HR/1-N1 ffi - - 

8&W5 P-83 21K-NI W 

9B-K3 0-0 SQ-K1 

I0(H13 P-B4 8R/W« ffSiV. - 

I1B-NS P-KR3 24R/4-N3 

IZQBxN NxB URcagw 

13 0-04) 
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France Takes 2d Place 


Welsh Win Championship 
In 5-Nations Tournament 


n *»OQa*«3 P;ru 

Gan Pearce or England is surrounded bv a crowd of dark- 
shirted Welsh players as Billy Beumont (left) tries to help out. 


From H ire Dnputches 

CARDIFF. Wales. March 18 — 
Wales and France, winners ai home 
in their Iasi games, have finished 
first and second in the Five Na- 
tions rugby championship, ahead 
of Ireland. England and Scotland 
in that order. Wales, which also 
won last year, is champion for the 
founh time in five years. 

The Welsh crushed England Yes- 
terday. 27-3. In their previous 
matches since Jan. 20. they had 
beaten Scotland in Edinburgh. 19- 
13. and Ireland in Dublin. 24-21. 
and lost to France. 14-13. in Paris. 
The Triple Crown — victories over 
three British Isles countries — is 
Welsh for a record fourth straight 
year. 

While England was being routed 
in Cardiff by its biggest losing mar- 
gin • there since 1905, Scotland 
fought to the end in Paris, twice 
evening the score in the First half 
and twice taking the lead in the sec- 
ond. France won, 21-17. to finish 
the championship with two victo- 
ries. a 9-9 draw with Ireland and a 
loss to England. 7-6. 

That soli tar)- English success, 
two weeks before at Twickenham, 
had made England look like a se- 


DePaul Upsets UCLA 

Penn, Indiana State Advance 


CINCINNATI. March IS |UP1) 
— Bob Heaton rolled in a 10-fool 
left-handed shot with two seconds 
remaining to give Indiana State a 
73-71 victory yesterday over Arkan- 
sas in the NCAA Midwest Region- 
al championship game. 

- Heaton, who had only scored six 
■ points before his game-winning 
basket had trouble gelling off his 
dual shot and it rolled precariously 
around the rim before finally fall- 
ing in. The game ended before Ar- 
kansas had a chance to call time 
out. 

The victory sent the Sycamores, 
undefeated in 32 games', to next 
Saturday's NCAA national semifi- 
nals in Salt Lake City’ against 
DePaul, which registered a 95-91 
upset over UCLA in the West 
Regional. 

- On Friday, in the Mideast Re- 
lal semifinals at Greensboro. 

Penn upset Syracuse. 84-76. 
and St. John's eliminated Rutgers. 
-67-65. At Indianapolis, Notre 

- Dame beat Toledo. 79-71, and 
-Michigan State routed Louisiana 
State, 87-71. 

_ _ In Awe of No One 

: -“All year we haven't cared what 
>fe have said." said the Indiana 
ate coach. Bill Hodges. "We 
knew what we were up to. we knew 
..our goals. We didn't let the critics. 
_lhe press or anyone distract us 
. Cebot focusing on our goals. 

"■“! took a vole after the game and 
our next goal is to win it all. We're 
going to the finals to win. We’re 
■.not going out there in awe of 
anybody.” 

i .Lany Bird, college basketball's 
player of the year, scored a garae- 
high 31 points. Arkansas heavily 
. defended Bird in the closing sec- 
onds. Flouring the Sycamores would 
, go to him for the game-winning 
shot. 

Sidney Mcncrief poured in 24 
points to pace Arkansas, which 
mded its season with a 25-5 record. 

“.All morning, we had thought 
ibout how long Sidney could cover 
Bird," said the Arkansas coach. Ed- 
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■J. Friday's Remits 

'Won 99. Odroli 98 
™Wdptiki 114. S no Iona IDA 
Vtaeutiee 134. Washington 121 <2oU 
CITY 120, New Orleans <12 
K& San Anronlo 12! 

«Mnn 124. Oti area 118 
Angelos 111. Atlanta 110 
pWen sum* 117. Now Jersey 102 
Saturday's Results 
•WYorfc 103. Philadelphia <01 
Sf*"**" 117, Cleveland 114 
tfratWfc Indiana 98 
"raWnlXPhoenhiia 
“9*ta 106. Chicane 88 
liSLAiteia ill 

’ m Dleoo 107. Golden Slate 102 
■Wind Hi, New Jersey >13 

Transactions 

BASEBALL 

American Lecture 

BOSTON RED SOX— Sant Mike Easier, first 
^jytaivoui fielder, la Itte Pittsburgh Plroles 
" Georae HIILout fielder.- Marline Rivas, pitch- 
f ana cash. Assigned bolt* plovers to Powtuck- 
,* ”*•* International League. 

UMESOTA TWINS— Seal Jim Gideon, olidv 
r *o hie minor leagues. 

National League 

f.WCINNATl REDS— Signed Manny Sar- 
■“As allcfter. la a ana-year contract. 

■SW YORK METS— Sent Wally Backman and 
• Kw Brooks. InHelders. to Iheir minor league 
tar reassign mcnl. 

* FRANCISCO GIANTS— Trodod Jim Dwv- 
Wtltlelder. Id the Boston Red Sox tar a Plover 
“Mamed lator. 

• FOOTBALL 

' CanadioB Football League 
BRITISH COLUMBIA LIONS—Sioned Devon 
ro. detensiue bock, to B one-vear contrart. 


die Sutton. “Bird hit some shots 
there, so we put Sidney on him. 
Moncrier did an unbeli’evjble job 
on Bird when we made the adjust- 
ment. If | had to do it over. I would 
have started Sidney on him.” 

At Provo. Utah, forwards Cun is 
Watkins and Mark Aguirre ignited 
a first- half scoring spree that car- 
ried DePaul to its victory. Watkins 
and Aguirre combined for 20 of 
DePaul’s 26 points in the final 
eight minutes of the first half that 
took them from a three- point lead 
to a 5 1-34 advantage at halftime. 

Watkins led DePaul with 24 
points, including J2 during that 
eight-minute span late in the first 
half. Gary' Garland, a guard who 
was named the outstanding player 
of the regional, also added 24 
points. Aguirre had 20 points, in- 
cluding eighL during the scoring 
burst. 

Penn (24-5) was led by Tony 
Price, who scored 21 points and 
triggered a 22-5 spun in the first 
half. Trailing 19-14. Penn out- 
scored the Orangemen by 17 
points. 22-5. over a seven-minute 
span to take a 36-24 lead. Price had 
10 points and Tim Smith, who fin- 
ished with 18. added S points dur- 
ing the burst, which sent the Quak- 
ers to a 13-point lead at the half. 

“Penn played a great game,” said 
the Syracuse coach. Jim Boeheim. 
“They ou thus lied us. they out- 

f ilayed us the first half. We were 
ucfcy to be only 13 points down.” 
Syracuse (26-4) was led by Dale 
Shackleford's 16 points. 

St. John's upset Ringers when 
Wayne McKoy put in a rebound of 
a missed shot with five second left. 
Reggie Carter scored 22 points and 
Gordon Thomas had 14 for St. 
John’s. James Bailey led Rutgers 
with 18 points and Kelvin Troy had 
15. 

St. John's trailed at the half, 38- 
34. after falling behind by as many 
as 10 in the early going. But the 
Redmen. behind Carter’s scoring, 
came back in the second half. 

The lead changed hands five 
times in the Final five minutes be- 
fore Daryl Strickland of Rutgers 
Lied it 65-^65 when he hit one of two 
free throws with 90 seconds to play. 

With 40 seconds to play. Strick- 
land had a chance to put Rutgers 
ahead but he missed a free throw. 
Frank Gilroy of St. John’s grabbed 
the rebound. After calling time out 
with 17 seconds to play. St. John’s 
worked the ball to Carter for a shot 
from the right side with eight sec- 
onds left. The ball rolled off the 
basket and McKoy, who had boxed 
out Bailey, grabbed the rebound 
and banked it in for the winning 
shot. 

Tri pucka Paces Irish 

At Indianapolis. Kelly Tripucka 
scored 24 points to spark Notre 
Dame over Toledo. Notre Dame, 
controlling the boards and substi- 
tuting frequently, took command 
late m the first half after Five lies 
and one lead change, building a 43- 
33 halftime lend. 

After Toledo narrowed the score 
10 62-61 with 4:50 left, Notre Dame 
scored 10 straight points to seal the 
outcome. 

In the second game. Earvin John- 
son scored 24 points to direct 
Michigan State to an easy victoiy 
over LSU. 

Michigan State, the Big Ten co-. 
champion, reeled off 1 1 straight 
points while holding LSU scoreless 
for 6‘.: minutes to take complete 
control. LSU went scoreless for an- 
other four minutes late in the first 
hair while MSU tossed in 10 more 
points to lead. 33-13. 

Michigan State (23-6) led by as 
manv as 24 points before Jud 
Heathcole. the coach, emptied his 
bench. 


Today's schedule called for Penn 
to face St. John’s in the East Re- 
gional final at Greensboro. N.C.. 
and for Michigan State to play 
Notre Dame in the Mideast Re- 
gional final at Indijnapolis. 


NCAA PLAYOFFS 
Friday 

East Regional at Greensboro, NX. 
SrmM InoJ* 

Penn 84. Sv r acute 76 
Si. Joan's 67. Rutgers 65 

Mideast Regional at Indtanopollv Ind. 
Semifinals 

Noire Dome 19. Toledo 71 
Michigan SI. 87. LSU 71 

Saturday 

Regional Chomai on skips 
MMwest at Cincinnati 
Indiana SI. 73. Art amoa 71 

West at Prnvob Utah 
DePaul IS. UCLA 11 

NAIA TOURNAMENT 
Friday 
Semifinals 

Drury 77. Midwestern St. 5V 
Henderson St. 58. SW Texas SI. 57 
Saturday 

Championship Game 
Drury 4Q, Henderson 54 

Coasetalian Game 
Sw Texas st. 101. Mkfwatfem SI. 88 
NCAA DIVISION II 
Saturday 

Championship Game 
N. Alabama 64. Wisconsin < Green Bay) 50 
Consolation Gome 
Chevner Si. 81. Brtdoeoarl 78 

NCAA DIVISION III 
COamxtonsMp On me 
N- Park Coll. 66, Potsdam SI. 62 

CHisMtanOeiro 
Franklin Marshall 66. Centre 6S 


tiger to 

pionsliip and become the first of 
the four to beat Wales in Cardiff 
since 1968. Instead, laic replace- 
ments for injured Welsh Mars, half- 
backs appearing in their first cham- 
pionship. and a center only recently 
convened from flyhajf coalesced 
and surpassed themselves. 

Sioc Fenwick, who had kicked 
two-thirds of Wales’ points before 
yesterday, missed five penalties, 
and still Wales piled up 27 points: 
five tries, two conversions and a 
drop. AI] England could manage 
was a penalty by flvhalf Neil Ben- 
nett. which made the score 7-3 at 
halftime. 

Dr. J.P.R. Williams, long j 
Welsh national hero and especially 
so now. in his 52d and final inter- 
national match, had come into the 
line to make a try for center David 
Richards after the drop by flvhalf 
Gareth Davies. J.P.R.'s last action 
was to fall on the hall in defense 
after England had dominated the 
third quarter and looked close to 
evening the score. A cleat pierced 
his calf, perhaps accidentally, and 
he hud lo leave the field. 

With Wales down 10 14 men. 
England made no profit from a 
lineout three meters from the 
Welsh line and repeated attacks. 
Suddenly, after withstanding enor- 
mous pressure, the Welsh were 
hack in midfield, safely out of the 
stranglehold, for Davies to kick to 
touch almost at the English line. 
Then: English lineout, loose ball 
from a tap by Nigel Horton of Eng- 
land. try lor Mike Roberts of Wales 
in the 22d minute of the half. 

In the space of those emotional 
four minutes between two English 
lincouis. the game had turned 
around. England fell apart. Flanker 
Paul Ringer quickly got a try. Lock 
Allan Martin converted a try that 
Richards made for left wing JJ. 
Williams. Fenwick, connecting at 
lust to equal the championship 
record of 38 points in a season, 
converted a uy set up for right 
wing Elgan Rees by substitute full- 
back Clive Griffiths. 

At the final whistle, as the crowd 
invaded the field. J.P.R. hobbled 
back out with eight stitches in his 
calf to take an ovation with his 
arms in the air. Welshmen chanted 
the three initials for long minutes. 


French Make Errors 
But Deserve to Win 

By Bob Donahue 

PARIS. March 18 (IHT) — Scot- 
land’s gifted backs set up or scored 
more tries than any Scottish team 
in Paris since 1928. but it was not 
enough. France, making mistakes 
and wasting chances, still deserved 
to win by three tries, a drop and 


two penalties lo three tries, a con- 
version and a penalty — 21-17. 

It was 10 minutes before the 
French set foot in the Scottish half, 
on firm turf despite weeklong rain. 
In sunshine, thev opened the scor- 
ing in the I4th minute from a 
scrum and a ruck in quick succes- 
sion. New flvhalf Roger Aguerre 
missed out center Christian Bdas- 
cain. Roland Benranne caught the 
long pass at his shoelaces, and full- 
back Jean-Micbel Aguirre served 
Jean-Francois Gourdon on the 
wing. Slopped by .Andy Irvine, 
Gourdon flung the ball back 
toward Aguirre; Belascain gathered 
on the bounce and scored. 

The full house smelled an excit- 
ing rout, hut the Scots took only 
four minutes to even up. and then 
stayed within range of victory for 
the duration. 

.After his forwards, around 6- 
foot-8 David Gray, had won still 
another lineout. scnimhalf Alan 
Lawson nearly ran into the referee, 
which seemed to confuse everyone 
but Lawson; he bolted straight 
down the left, chipped to Aguirre, 
who lost the ball on the tackle, and 
left wing Bruce Hay hit the buliseye 
with a long, diving pass to captain 
Ian McGeechan. Wing Keith Ro- 
bertson was too strong for Frederic 
Cosies. 

Shrewd Play 

French domination produced a 

E rnaliy for Aguerre. Then prop 
obert Paparemborde ran twice in 
a linear forward charge, and 
Agucnre’s drop, after a maul in 
front of the posLs. made it 10-4. 
Again Scotland came back, now 
with the game's shrewdest move- 
ment: French dropout straight into 
touch, scrum for Scotland, brilliant 
break and sidestepping dally under 
the posts by center Jim Renwick. 
simple try’ for flanker Gordon 
Dickson. This lime Irvine conven- 
ed. making it 1 0-10 at halftime. 

An Irvine penalty in the first 
minute of the second haif put Scot- 
land ahead for 20 minutes, until 
French captain Jean-Pierre Rives, 
calling signals in an advancing 
scrum on the Scottish line, engi- 
neered a pushover around new No. 

8 Yves Malquier. who got the try. 

Three minutes later, flanker 
Mike Biggar handled twice in an 
assault that Irvine and his centers 
finished with cool skill on the righL 
Irvine failed to convert his own try. 
and two minutes later was unequal 
to the job of stopping Malquier, 
who was on a rampage with a 
chipped service from Aguirre. 

Malquier's second uy changed 
the lead for the last time. Near “the 
end. an Aguirre penalty from 50 
meters made no difference. Had it 
come at Twickenham, when he 
missed three limes in the first quar- 
ter hour. France would have won 
the championship ahead of Wales. 


... 
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Oxford University rows ahead of Cambridge in the annual race on the Thames. 

Oxford Beats Cambridge on Thames 


By Norman Hildes-Heim 

LONDON. March 18 (NYT) — Disaster struck 
the Cambridge crew on the eve of the 150th anni- 
versary rowing of the Oxford -Cam bridge boat race, 
and made vesterdav’s fourth consecutive loss to 
Oxford in this tradition-laden event almost a fore- 
gone conclusion. 

“A coach always worries that something will 
happen to his crew* just before a race, and to lose 
the stroke man is perhaps the worst thing that can 
happen.” Bob Janousek. Cambridge's coach, said 
before the start of today's race. 

Janousek. the former Czechoslovak national 
coach who emigrated to England in 1969 after the 
Soviet invasion of his native land, and who subse- 
quently coached Britain’s national eight-oared crew 
to successive silver medlas in the last two Ohm- 
pics. was called in to coach this year’s Cambridge 
crew and put an end to the light blue's losses to iis 
only rival. Oxford. 

“Up to this morning. 1 thought we had a very 
good chance.” he said yesterday, “and then our 
stroke. John Woodhouse, came down with the flu. 
He didn't sleep all last night, and when we put the 
boat on the water this morning, be just didn’t have 


it. We had to put our three men. Nick Philips, in at 
stroke, and col! up the stroke of our second boat to 
Fill in for Philips. 

Thus Cambridge came up to the stake boats for 
the start of this d' i-mile race from Putney to Mort- 
lake never having raced together before. Their lack 
of familiarity with their new boating order showed 
from the start, when Oxford, hitting 45 strokes to 
the minute to Cambridge's 39. immediately gained 
a half-boat length lead in the first 20 strokes of the 
race, a lead which they never yielded. 

Cambridge hung on gamely, and at Ham- 
mersmith Bridge, just short of the two-mile mark, 
were still within striking distance of the Oxford 
beau which held a lead “of a boat length of open 
water, or 60 feet, on the Cantabs. Oxford never let 
Cambridge get any closer than a length, however, 
and at the finish, won by 3 1 : lengths in the slow 
time of 20 minutes. 33 seconds, due to the race 
being rowed in slack tide. 

Cambridge still leads Lhe series, which dates 
from 1829, with 68 victories to 56 for Oxford, with 
one dead heat. The Cambridge crew could lake 
some solace in the knowledge that it at least 
bettered last year's Cantab crew, which sank a half 
mile from the’finish- 


Strike Could Renew p Dirty Tricks ’ 

Ex-Umpire Warns of Cheating 


Bv Steve Odv 


FORT LAUDERDALE Fla.. 
March 18 (NYT) — Baseball’s um- 
piring impasse could lead to wide- 
spread cheating on the playing 
field, a retired major league umpire 
warned yesterday. 

“If they don’t settle the labor dis- 
pute by opening day,** 60-year-old 
Frank Umont said, “it’ll be' a disas- 
ter. College or semipro umpires 
wouldn’t lie able to spot the kind of 
tricks we straightened oul.“ 

According lo Umont. a craggy- 
faced man u'hose career included 
20 years in the American League, a 
return to the “dirty tricks” era 
would produce infractions such as 
the following: 

• Heating baseballs in an 
“incubator,” if your team has a lot 
of power hitteisl or deadening them 


Pelen, Stenmark Win Japan Slalom Events 


Women’s Race 

FURANO, Japan. March 18 
(API — Perrine Pelen of France to- 
day scored her first victory of the 
World Cup ski tour, edging Hanni 
Wenzel of Liechtenstein by one- 
hundredth of a second in the final 
slalom race. 

Wenzel had the fastest time of 
the second run. but she could not 
catch Pelen. whose time over two 
runs on the 400-meter course was 1 
minute 30.05 seconds. 

Annin arie Moser-Proell of Aus- 
tria was third in 1:31.24. Daniela 
Zini of Italy Fourth in 1:31.87 and 
Pamela Behr or West Germany 
fifth in 1:31.89. 

The results left Wenzel, the de- 
fending World Cup champion, with 
a 240-to-220-point lead over Proell 
going into the final race of the sea- 
son. a giant slalom tomorrow. 

Because of limits on the number 
of points a skier can pick up in any 
one specialty. Wenzel can gain only 
three points tomorrow while Proell 
can score up to 24. 

If Wenzel wins tomorrow and 
Proell is second, both would end up 
with 243 points. In that case, points 
that originally did not count in the 
oven II standings would be brought 
in to break the tie. meaning that 
Proell would win. according to 
Serge Lange, chairman of the 
World Cup Committee. 

Pelen. who finished second in 
two of the eight slalom races held 
this season, said that she was very 
happy with her first run of 45.94 
seconds, beating Wenzel’s 46.16. 
and that on the second. “I just tried 
to do my best.” 

“I was lucky to win by a hun- 
dredth of a second.” she said, “but 
I lost to Abbi Fisher of the United 
States by the same time in the first 
slalom race this season." 



Women's slalom 

1 . Perrine Pelen, France. 1 -.30.05 

2. Ham) Wenzel. Liechtenstein. I :J0:O4 

1 annmarle Moser-Proell. Aoslrlo. 1:31 :24 
4. Daniela ZJrV. Italy. 1 :31 J7 
5 Pamela Bonr.W. Germany. 1:31:88 

6. Chrlslo Zectimelsler. W Germany. I-32JM. 

7. Chrisiln Cooper. US. 1 :3U« 


Porsche Wins Sebring 

SEBRING. Fb-. March 18 lUPIl 

Bob Akin. Rob McFarlin and 

Roy Woods held their dark blue 
Porsche Turbo together while oth- 
ers fell bv the wayside of the bum- 
py. 5.2-niile airport road course last 
night for a 1 minute. 14.1 second 
victory in the 1 2 Hours of Sebring 
endurance race. The winning car 
covered 1 J242.S miles at an average 
speed of 103.466 mph. 


overall Standings 
1. Hcrnni Wenzel. Liechtenstein. 280 
1 Anne merit ntoer-P roell, Austria. 220 

3. Irene Epulc. W. Germany. 1B6 

4. Cindy Nelson, U.S- 151 

5. Morle-T neves NtttHa. Switzerland. 146 

6. Fotwenne Serro>- France. >36 

7. Regina SoeH. Austria. 112 

B. Chrlslo Kins holer. W. Germany. 110 
V. Claudia Gmrdanl. llolv,«8 
10. Lea Saeihner. Austria. *2. 


Final Slalom Standings 
1. Regina SachL Auslrio. 10S 
1 Annemaric Moser-Proell. Austria. 87 
1 Lea SoclVncr.Auslrla.84 
_L Perrmc Pelen. France. 87 
5. Claudia Giordan,. Italy. 81 
S. Hanoi Wenzel. Liechtenstein, 81 
7 Mario RosaOuario. Itolv.69 
B. Fahlenne Serrai, France. 63 
e Danleta Zlnl, llatv. 61 

10 cnrisInZecionelstar.W. Germany. 51 


Hanni Wenzel (left) congratulates Perrine Pelen. 


U.S., Argentina , Poland 9 Austria 
Among Victors in Davis Cup Play 

6-2. while Peter Feigl outlasted Is- 
mail El Shafei. 11-9. 12-10, in a 
match that took almost two hours. 
In the next round. Austria will 
meet Spain. 

In Palermo. Italy. Adriano 
Panatta and Corrado Barazzuu 
won the last two singles encounters 
and gave Italy a 5-0 sweep over 
Denmark. Barazzutli routed Mi- 
chael Mortensen. 6-1. 6-1. while 
Panatta crushed Carl Edward 
Hedelung. 6-0. 6-3. 6-1. 

Romania and Switzerland also 
advanced into the next round. 

Fratianne Wins Title 
In Figure Skating 

VIENNA. March 18 <AP) — Un- 
da Fratianne. an .American, last 
night regained the women’s world 
figure Anting championship, which 
she lost I ail year at Ottawa after 
having won in 1977. 

A nett Poctzsch of West Germa- 
ny. the defending champion, was 
second and Emi Waianabe of Ja- 
pan was third. 


BUENOS AIRES. March 18 
(UPI) — Argentina won the Davis 
Cup South American zone final 
over Chile today, when Jose Luts 
Clerc routed Jaime Fillol. 6-2. 6-1. 
6 - 1 . 

The victory by Clerc. 20. gave 
Argentina an insurmountable 3-1 
lead with one match left to play. 

Argentina advances to play the 
United Stjtcs. which clinched the 
North American zone finals yester- 
day as the top U.S. doubles team of 
John McEnroe and Peter Fleming 
destroyed their Colombian counter- 
parts 6-4. 6-0. 6-4. giving the de- 
fending champion U.S. squad an 
unbeatable 3-0 lead. 

In Warsaw. Poland heal Finland. 
4-1. Poland won the final two sin- 
gles matches as Wojtek Fibak 
downed Leo Palin. 6-fl. 6-3. 6-3. 
and Herynk Drzvmalski defeated 
Maui Tim omen. 6-3. 6-4. 7-5. Po- 
land will meet Italy in the next 
round June 15-17 in Warsaw. 

In Vienna. Austria won the last 
two singles matches against Egypt 
anJ completed a 5-0 sweep. Hans 
Kjrv heal Tarak El Sakka, 6-4. 6-4. 


Men’s Race 

FURANO. Japan, March 18 
IAP) — Ingemar Stenmark of Swe- 
den won the men’s slalom race here 
yesterday, tying the record of 12 
World Cup ski victories in one sea- 
son. 

Christian Neureutber of West 
Germany, in his first race after six 
weeks out with a broken ankle. Fin- 
ished .77 seconds behind Stenmark 
in second place and called the re- 
sult “really surprising.” Paul From- 
melt of Liechtenstein was third, 
about four-tenths of a second be- 
hind Neureutber. 

The racers called the Furano 
course challenging, but Stenmark 
twisted through it with deceptive 
ease with runs of 54.39 and $3.75 
seconds for a total of I minute, 
48.14 seconds. 

if Stenmark. who is 23 today, 
wins tomorrow's giant slalom, be 
will h3ve 13 victories and a sweep 
of the 10 giant slaloms this season, 
breaking the mark of 12 triumphs 
held by Jean-Claude Killy of 
France. 

Because of limits on how many 
points a skier can pick up in each 
specialty. Stenmark's first place — 
usually worth 25 points — added 
only one point to his fourth-place 
total, now 150 points. 

For the same reason. Peter 
Lueschrr of Switzerland, who al- 
ready has clinched the men’s World 
Cup. picked up only one point for 
14th place and had 186 total points. 

Neurcuther said that Friday's 
practice session here was his first 
skiing in six weeks. “But I still can- 
not run.” he said. “My Toot hurts 
very much in the giant slalom. I 
will" see what I can do.” 


MonlHatoni 

1. Irtoemor Stenmorx. Sweden, 1:48.14 
L Christian Neureulher. West Gorman v. 1 :4&ei 
X Paul From men. Liechtenstein. 1 :49Z« 

4 Peler POpangetaw Bulgaria. 1 :4»JS 

5. Baian Krlzal. Yugoslavia. 1:4943 

6. Martial Donne I. Switzerland. 1:47.77 

7. Stave Mahre. While Pass. Warn, 1:50.16 
8 Klaus Heidegger, Austria. I :BL2B 

e. Piero Gros. Italy. I JOBS 

IB. Anion Stainer. Austria. 1:51.43. 

Overall Standings 
t. Peter Luetcner. SwItzertmuL IB» 
i Leonhard Stock, Austria. 157 
3 Pnil Mahre. U.S. 155 

4. Ingemar Stanmartr. Sweden, 150 

5. Andreas Wenzel. Liechtenstein. 148 
A Piero Gras. Italy. 140 

7. Anton Steiner. Austria. 107 

8. Baton Krlzal. Yugoslavia. T06 
V. Leonardo David. llol*.B5 

10. Gustav Thoenl, Italy. 7« 

Final Slalom Standings 
1. ingemark Stenmark. Sweden, lie 
X Phil Mahre. U5. 107 

3. Christian lieu rattier. West Germany. 97 
a Peter- poMnoeigv, Bulgaria. *2 

4. Paul F renrneH. Liecht e nstein. <n 
a Peter Luescher. Switzerland 72 
T. Plerg Gres. Italy. 71 

B. Leonardo David. iiaiv.TO 

V. Gustav Thoenl. llatv. 64 

10. Morliol Don net. Switzerland, 63 


by leaving them overnight in a 
refrigerator, if the other team has 
the long-ball hitters. 

• Hardening bats by putting 
lead in them or holding them over a 
flame to toughen the wood 

• Putting Vaseline or other sub- 
stances on the ball before a pitch, 
or scratching it’s surface witn the 
wire brush used by pitchers on the 
mound to clean their spikes. 

• Tilting foul lines, for games 
against teams with good, fast 
hunters, so that bunts will tend to 
roll foul. 

• Wetting certain areas around 
the bases to impair footing and 
then camouflaging the soggy spots 
with dry sand so that rival teams 
won’t suspect a trap. 

“Baseball managers stay awake 
nights thinking up ways to get an 
edge on the opposition." Umont 
said. “Without the real umpires 
around, a lot of clubs will go right 
back to the old tricks." 

Deadlock Continues 

While Umont was warning of 
posable chicanery, the president of 
the Major League Umpires Associ- 
ation. 41 -year-old Ron Luciano, re- 
ported no change in the stalemate 
that has kept all 52 big-league um- 
pires off the field so Far in spring 
training. With the start of the base- 
ball season barely diree weeks 
away, substitute umpires are still 
being used. 

“As Tar as I know,” Luciano said 
yesterday from his home in Bing- 
hamton. N.Y., “nobody has signed 
a contract. We’re not on strike. 
This is a lockout because we have 
been told not to report until we 
send in our signed contracts.” 

Luciano, an American League 
umpire for 10 years, said (hat the 
only issue at present was the scale 
for’ minimum-base salaries. The 
mini mu ms start at SI6J00 for a 
first-year man. and go to $40,000 a 
year for senior umpires with several 
decades of service. Nestor Cbylak. 

Exhibition Baseball 

FrMoVl Comm 
Montreal 9. Houston 3 
Atlanta 4 Bat H morr 1 
St. Louisa. Now York CALI S 
Los Angolas 2. Now York <NL)0 
PUtooelntita X Boston 2 
PlrtsOurgft 4, DofroJ! 1 
Cincinnati % MinmMta 3 
Toronto 8, OiIcdoo (ALII 
Texas 5. Kansas Cltv 3 
CJovetand 1. Seattle 1 
Mltwawkae m son Dlogo » 

Chicago INL) 7. California 6 
Oakland 8. San Francisco 6 (10 inns) 

Saturday** Gamas 
Boston J. Detroit 0 
Baltimore », Texas 6 
Los Angelos 11. New York (AL) 9 
Atlanta S. Minnesota 1 
Cincinnati 4. Kansas City 2 
Philadelphia X Chicago ( ALI 2 
Pittsburgh 7. Toronto 1 
Houston 4. Montreal 2 
New York INL) LSI. Louis 3 til innings) 
ColHamlo 1, Milwaukee 0 
Seattle 10. Cleveland 2 
Chicago (NLI 7. Oakland 3 
San Francisco & Sait Diego 1 

Official Collapses 
In NBA Contest 

SAN DIEGO. March 18 (UPI) — 
Don Murphy, a veteran NBA offi- 
cial. was listed in stable condition 
last night after suffering a heart at- 
tack during a game between the 
San Diego Clippers and Golden 
State Warriors. 

Murphy. 48. a 16-year NBA vet- 
eran and the third-ranking official 
in the league, staggered and top- 
pled onto his back during the sec- 
ond quarter of the game. 

Six cardiologists who were spec- 
tators at the game, along with the 
San Diego team physician. Dr. Jay 
Malkoff and the Warriors' team 
doctor, rushed onto the floor. Ac- 
cording lo Malkoff, Murphy ‘‘died 
twice on the court but was 
revived.” 


a 25-vear man. was baseball’s high- 
est-paid umpire at S44.000 when he 
retired because of failing health last 
year halfway through the season. 
As a 10-year manT Luciano has 
been offered the standard mini- 
mum of $32,500 for that category 
in 1979. 

“We all want higher minim urns.” 
he said. “Jake O’Donnell, over in 
(he National Basketball Associa- 
tion, has been an official for 10 
years, the same as me. He works 95 
games a season, counting playoffs, 
and gets $60,000. Ron Luciano 
worked 170 games last season, and 
his salary was $3 1 .000.” 

Separate Negotiations 

The umpires, in the midst of a 
collective-bargaining agreement 
ibai runs through 1981, are negoti- 
ating separately. But they are all 
being represented by the same law- 
yer. Richie Phillips of Philadelphia. 
According to Luciano, the desire 
for more free time for umpires dur- 
ing the season is not involved in the 
present dispute. 

“What we're asking for,” Luci- 
ano said, “works out to about 
$18,000 for each of the 26 big- 
league dubs. We’ve all been keep- 
ing in shape, and we’re ready to re- 
port tomorrow if they’ll lei us.” 

Instead, the National League has 
filed a lawsuit seeking to force the 
umpires to sign. And the American 
League is expected to start similar 
litigation soon. 

“It’s a Catch-22 situation,” Luci- 
ano said. “We’ve got letters telling 
us not to report, and we may have 
court orders telling us to report.” 

Meanwhile, substitutes from the 
high school, college and semipro 
ranks continue to rail the balls and 
strikes in the exhibition games and 
make the decisions oa safe or out. 
fair or foul. At nearby Pompano 
Beach, where the Texas Rangers 
train, plate umpiring at the home 
games has been handled by that 
club's assistant equipment mana- 
ger, Richard Price. 

•A Job Well Done* 

In today's game between the 
Yankees and the Mets at Fort 
Lauderdale Stadium, a retired 
Manhattan police officer named Sy 
Ginzburg was to be working be- 
hind the plate. He has called the 
balls and strikes at all but one of 
the Yankee home Grapefruit 
League games. 

“The players and the m ana gers 
have been exceptionally pome.” 
said Ginzburg, a 306-pounder. 
“Earl Weaver of the Orioles told 
me, ‘Thanks for a job well done.’ 
And Tommy Lasorda of the 
Dodgers said, ‘Hell of a job.’ But 
nobody has said anything to us 
about working when the regular 
season starts. I think this whole 
thing will get resolved. If it doesn't 
they'll just go with local umpires.” 

That's what worries Umont, an 
outspoken man who earned a quick 
reputation for Firmness when he 
qecled Yogi Berra and Manager 
Casey SLengel from a 1954 game 
between the Yankees and Orioles 
after only a month as a big-league 
umpire. 

“Yogi threw the mask up in the 
air.’’ Umont recalled. “And 1 said. 
‘If it comes down. Yogi, you're out 
of the game.” Then Casey kept giv- 
ing me all that crossword-puzzle 
stuff, and I told him. ‘Hey, I just 
^ Yogi. You might as well go 
with him and wash his back.’ The 
other umpires told me. ‘You just 
lost your job.’ But 1 was still 
around 20 years later.” 
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Pentagon Economies 


By Russell Baker 

N EW YORK — The military prefer the official euphemism — 
embodies most of the fea- the Pentagon is also actively en- 
ures Americans usually think of as g age d in the business of redistnbut- 


disagreeablc in the socialist state. 
Wages are fixed bv law. Bureaucra- 


cy governs every aspect of daily 
life. 


Advancement results from long, 
faithful service and skill at the 
playing the bu- 
reaucratic game 
rather than from 
individual initia- 
tive and en- 
terprise Security 
is guaranteed for 
the idler as well 
as the go-getter. 

Indeed, the 
cunning loafer 
may find life 
safer than the ag- 
gressive take-charge guy so es- 
teemed in the mythology of Ameri- 
can free enterprise, since too much 
imaginative activity may offend a 
bureaucray that puts a high premi- 
um on quiet loyalty. People who 
are too enterprising tend, in the 
Pentagon phrase, to “make waves." 



ing the wealth. 

Its function here is hardly social- 
istic. since its goal is not to shift 
money from the well-heeled to the 
unmoueyed. Nevertheless, its pow- 
er to move income from the less fa- 
vored to groups more favored by 
Pentagon policy is as great as that 


of the - Department of Health. Edu- 
cation and Well; 


Baker 


People who make waves usually 


do not moke sergeant or colonel 
Security does not extend all the 
way from cradle to grave, but can 
nevertheless be very sweet A gener- 
ous pension system, superior to 
what most private companies pro- 
vide. permits people to retire in 
middle age and take jobs in the pri- 
vate sector, which not only fattens 
their retirement income but may 
also qualify them for additional 
money later from Social Security. 

Socialized medicine, of course, 
has been an attractive feature of 
military life for generations. Its 
quality is so high that in Washing- 
ton when congressmen and presi- 
dents fall ill they commonly hie 
themselves to the Army or Navy 
medical centers for care. 


* * * 

Those who fear the power of the 
military usually cite its inherent 
vested interest in warfare as a dan- 
ger to American stability. A huge 
society that exists to handle weap- 
ons. they fear, has a natural tenden- 
cy to promote situations in which 
their skills can be exercised and 
tested; to wit, war. 

Perhaps so, but by concentrating 
on this aspect of the Pentagon's po- 
tential power, we lose sight of the 
power it exercises daily in Ameri- 
can domestic Life. Besides prepar- 
ing for war — or “defense,’' if you 


Welfare, which is widely 
regarded as the most “socialistic” 
of government agencies. 

As a result, the Pentagon em- 
phatically shapes the country's eco- 
nomic development. A recent study 
by Employment Research Associ- 
ates, a Michigan concern, shows 
that military spending policies help 
support the prosperity of Western 
cities at the expense of the ailing 
urban centers of the East and Mid- 
dle East 

The authors of the study found that 
in the nation’s 40 biggest metropol- 
itan centers, the percentage of lax 
collections earmarked for Pentagon 
spending was not returned to its 
sources in equitable proportions. 
Of the 40 cities. 15 get back Penta- 
gon outlays larger than the amount 
they send to Washington. Six of 
these does are in California. Ten 
Middle Western cities and six in 
the Northeast are losers. Using per- 
family tax figures, the study discov- 
ered that in 1977 the average family 
of four in New York sent the Pen- 
tagon $1,800 more than the Penta- 
gon pumped back into the New 
York area. The Figures for Chicago. 
Newark. Cleveland and Rochester 
were comparable. 

There’s no great surprise in this. 
It has been generally recognized 
that regional prosperity is often the 
result of having clout at the Penta- 
gon. 

The latest figures do, however, il- 
lustrate how deeply lack of Penta- 
gon clout and absence of political 
cunning in Congress have contrib- 
uted to the decline of the dries 
bounded by the Mississippi and 
Ohio rivers and the Atlantic Ocean. 

The Pentagon is not precisely 
what Americans have in mind when 
they speak of a welfare state. Its 
primary job, after all. is still to han- 
dle weapons. For this reason it has 
no interest in taking from the rich 
to give to the poor. Its power, how- 
ever. is just as impressive. The dif- 
ference is that it lakes from the 
poor to give to the rich. 


Black Scholar Is Liberals’ Pet Paradox 


Kenneth Clark’s Golden Age 


Bv Henrv Allen 


Clark starts another Marlboro with a gold 
lighter. He leans his elbows on his knee and 
smokes with energetic luxury, a happv man. it 
seems — a notion that neither his wife, Mam- 
ie, nor his son Hilton choose to dispute, even 
when Clark complains about the mammoth 
... dinner honoring him. “I bate these things. I 

Chivas Regal taken neat but slow. don't understand them.” he savs. 

“Howard was the beneficiary of the idiocy 


W ASHINGTON (WPl — It was a golden 
age at Howard University. Kenneth 
Gark is saying in a voice cured by a lifetime 
of psychology lectures. 40 Marlboros a day. 
and, right now in his hotel suite, a splash of 


of racism in American higher education ” says 
Clark, class of ’35. 

-The faculty! We had Ralph Bunche, we 
had Alain Locke, who was the first black 
Rhodes scholar, and we had Francis Cecil 
Sumner in the psychology department. People 
like Sumner weren’t invited to teach at Har- 
vard or the University of Chicago. They were 
black.” 

At 64. Clark has the fine and easy bluntness 


Anniversary of Ruling 


of a man who never understands why people 

mi that 


— particularly the liberal establishment 
has lionized mm — get upset at the things he 
says. 

He made his mark with studies io the early 
’50s on the effects of segregation and preju- 
dice on children, both black and white — re- 
search that became a powerful force behind 
the 1954 Brown vs. Board of Education deci- 
sion in which the Supreme Court outlawed 
school segregation. 

But he has wielded his power as spokesman 
and educator in a manner wonderfully incon- 


Jy in 

sisient with the various caprices intellectuals 


indulged in afterward on the subject of 
achieving racial equality. 

Back to the Basics 


He demanded, in 1970. a tough back-to- 
basics school curriculum that put District of 
Columbia educators, who had invited his 


More than a thousand leaders of education, 
labor, politics and civil rights were in back of 
the recent tribute, from AT&T Chairman 
Charles Brown to LIN. Ambassador Andrew 
Young to Georgia state Sen. Julian Bond. 

The dinner marked qoi only the 10th anni- 
versary of its sponsor, the Joint Center for 
Political Studies, which Gark helped found, 
but the 25th anniversary of the Supreme 
Court's school-desegration ruling 

Since then, he has prospered as one of the 
pel paradoxes of the liberal establishment: 
“I'm against knee-jerk anything,” he says. 

A lifelong Democrat, he nonetheless went 
out of his way to endorse conservative Repub- 
lican James Buckley in his Senate race against 
Patrick Movnihan. 

“That's the only argument we’ve ever had 
that my wife didn’t win.” he says, provoking a 
moment of glare from the comer armchair 
where she sits in a rust-colored wool dress. 

When “relevance’’ was the major issue in 
education, Clark — then a professor at the 
City College of New York — told a reporter 
“I never responded to the relevance kick. 
When students questioned the books I 



PrADT IT Artists Ask for Visa 
1 liUi UiJ For Nureyev's Mother 


Hwt* tkulxjufui, Washn^on Poo 

Social psychologist Clark. 


not bend to the popular view. He's an inde- 
pendent thinker.” 

Or. as Clark recalls President Carter put- 
ting it during a 10-minute chat in the Oval 
Office earlier in the day: “You're very persis- 
tent.” 

Clark turns to his wife: “Would you say 
bullheaded or persistent?" 

“Both.” she says. 

Future of Cities 


assigned. I'd tdJ them they didn't have to be 
in ray class if they knew what ‘ 


opinion, intojsandemonium. He resigned, in 


1969. from the board of Antioch College 
when it permitted militant black students to 
establish a dormitory and study program 
which excluded whites. He attacked a man- 
sion fuU of potential white Westchester Coun- 
ty contributors to the National Welfare 
Rights Organization, one Sunday afternoon in 
the mid -'60s — because he doubted their sin- 
cerity. And he declared in 1964. well before 
some of the great marches on Washington, 
that civil-rights demonstrations were losing 
their efficacy. 

Mention of this last opinion prompts him 
to sav: “The moral there is: Don’t listen to 


books to read.' 

Then again, any studcnL knew what to ex- 
pect when he heard Clark step behind the lec- 
tern and announce: “Good morning, let’s get 
set to think." 


Salt in the Wounds 


When militants began agitating for the 

Nabrit Jr. 


ouster of Howard president James 
in 1967. and proposed Clark as his successor, 
Gark said he wanted no job that Nabrit had 
been fired from, and rubbed salt in radical 
wounds by further proposing that Howard 
should become a nonradal institution. 


Clark is working on a book to be entitled 
“Beyond the Ghetto.” "The immediate barri- 
er to the writing is what is going to happen to 
the cities if more whites move back in. Will 
we have more concentration of blacks in the 
ghettos? The indications are yes. I'd like to 
think it was true that class is becoming more 
important than race in people’s perceptions, 
but I think that judgment [currently being de- 
bated among social scientists} is premature. 

. “A lot has changed. A lot more is going to 
change. The situation remains volatile." 

From hard times in Harlem — where his 
mother was a shop steward in a garment fac- 
tory — to a i 0-room home in Hastings-on- 
Hudson. N.Y.. and to the seat in front of 


college professors.' 


Before George McGovern had even pro- 

ad o 


But he listened, of course, to Bunche and 
Locke and Sumner. 

“They taught us about the use of discip- 
lined intelligence in achieving social justice. 
Then they said: ‘Don’t come back to Howard. 
Get your Ph.D. and go to a non segregated 
school.’ We were the next generation, and 
they were training us consciously, oh very 

consciously,” 


posed a basic family allowance, Gark had op- 
posed it. He urged that business be invited to 
run schools. He insisted in November, 1970, 
that black schoolchildren, whatever argot they 


1,009 applauding people; Gark says it was 
people lixe Francis 


spoke in the ghetto, should be taught stand- 
lish. iWa 


ard English. (Washington school board mem- 
ber Charles Cassell called him a “racist” for 
that particular shot.) 

.As Howard psychologist James Bayton 
s. recalling Clark as a classmate: “He will 


savs. 


Francis Cecil Sumner at Howard 
who made all the difference. 

“He didn't just teach psychology, he taught 
integrity. Once you had your facts, that was 
the basis on which you defended yourself.” 

The problem, or course, is that golden ages 
only exist when vou're exiled from them. 

“I worry I’ll fall into the old oaken bucket 
and reverse the past." Gark says, knowing he 
can't go back to Howard — not. really, that 
he ever left. 


Sir John Gielgud and an array of 
arts luminaries have appealed to 
Soviet President Leonid Brezhnev 
to allow the mother of Russian bal- 
let star Rudolf Nureyev to visit her 
son in the West Nureyev sought 
political asylum in Pans in 1961. 
“She has been trying unsuccessfully 
for the past 15 years,” said Sir John 
and others in appealing to Bre- 
zhnev through Lhe letters column of 
London’s Daily Telegraph. "Mrs. 
Nureyev is 74, she is suffering from 
serious eye tremble and her only 
wish is to see her son once more. 
Rudolf Nureyev has left Ms coun- 
try for purely artistic reasons, and 
through his art he has honored im- 
mensely the country of his birth.” 
The letter added that Soviet author- 
ities “have continued to refuse all 
visa requests without any reason, 
despite the Helsinki Agreement, 
which contains the facilitation of 
family visits — especially in urgent 
cases — and which together with 34 
other countries has been signed by 
the Soviet Union.” Other letter- 
signers were playwrights Alan 
Ayckbourn and Tom Stoppard, vio- 
linist Yehudi Menuhin, conductor 
Andre Previn, film director Ken 
Russell, actors Paul Scofield and 
Sir Ralph Richardson and ballet di- 
rectors Dame Marie Rambert and 
Beryl Grey. 

* * * 


then 9, his first violin. “There was a 
book 1 read ” said Jose. “ ‘The Life 
and Work of Stradrvarius,' and that 
was really alt I had to know. It 
tkkes only about 60 hours for the 
woodwork. It’s, the glue that’s alt 
the trouble.” .. . Eslewhere lathe 
strings section, renowned pianist 
Uli Kraus had no idea she was pro- 
ducing anything but a sweet note in 
Wichita, Kan., when she wrote an 
enthusiastic inscription inside the 
city's S 15.000 Steinway grand. Af- 
ter playing with the Wichita Svm- 


Poking about in the S12.7-b01ion 
budget proposed by New York 
Gov. Hugh Carey, upstate Republi- 
can Assemblyman William Bush 
found that 5 1 00,000 was earmarked 
for renovating several buildings at 
the former Adirondack Mountain 
estate of Marjorie Merri wether 
Post — property she donated to the 
state before her death. Bush was 
burning that the allocation includ- 
ed £14,000 to fix up a small cottage 
on the estate. “U looks like a hon- 
eymoon cottage for the governor to 
me," he said. A spokesman for the 
governor, perennially rumored to 
be about to marry Anne Ford Urid- 
Ii, said that the cottage was to be 
renovated for bigwigs at the 1980 
Olympics in Lake Placid. “It's no 
honeymoon cottage,” said the 
spokesman. “Who a warn to honey- 
moon in the Adirondack^?” 


* * * 

Elmar Oliveira, who last summer 
became the first American to win a 
gold medal in the violin category at 
Moscow's prestigious Tchaikovsky 
competition, will be honored this 
week as “Man of the Year” by the 
Portuguese community in Newark, 
NJ. But he couldn't have done it 
without his dad Jose, an immi- 
grant carpenter who made Elmar. 


ter playing with the Wichita Sym- 
phony, Miss Kraus wrote on the 
piano's soundboard “Happiness is 
playing Mozart with the incompar- 
able Michael Palmer and his superb 
virtuoso-musician orchestra. May 
the listeners and players alike be 
blessed with such total fulfillment 
as was mine by the Lord’s grace. 
Uli Kraus.” Conductor Palmer and 
symphony general man a ge r Dick 
Thompson thought the inscription 
was just fine, but Jim Clancy, direc- 
tor of community facilities, was 
furious. “I'm not going to have peo- 
ple writing ail over that magnifi- 
cent instrument.” he said. “It urfbe- 
syrapbon/s responsibility to get 7 
that high-class graffiti off 
there.". . . Still in the strings (and ? 
still m inscriptions), Spanish guitar. 
ist Andres Segovia has been award- r 
ed the Handel Medallion, NeW - 
York Gty’ highest cultural hemon. ; 
In presenting the medallion. Mayor - v 
Ed Koch said it was “doubtful that . • 
the phrase ‘classical guitar could?'; 
have existed" but for. Segovia, who*; 
gave his first New York concert at i 
Town Hall in 1928. The mcdaOun .: 
bears the inscription. “To Andres ;. 
Segovia — legendary artist and thfr'i 
master classical guitarist of 
time." But one well placed observe -i 
isn’t all that awed by Segovia. Hkw 
son, Carios Andres. 8. was asked af-> 
his father's recent 86th birthday .. 
party whether he intends to become : 
a guituarist too. "No,” said the Lad. ? 
“I want to be a sergeant.” 

* * * 

John Brown, millionaire owner - 
of the National Basketball Assocu^- '.' 
lion's Boston Celtics, and PbyHfej' 
George, a television personality^ 
were married Saturday at Netr v 
York’s Marble Collegiate Church*-; 
where the Rev. Norman Vincent 
Peaie officiated. The bride. H?7Fs . T 
Miss America, was divorced last , 
year from movie producer Robed" 
Evans. Brown, the chairman of r : 
fast-food chain, last year bought- 
the NBA’s Buffalo Braves and then 
swapped franchises with Celtics 
owner Ira Levin. During the ser- 
vice, Andy Williams sang “Just the * 
Way You Are.” ■ * 

—SAMUEL JUSTICE J : 




ANNOUNCEMENTS 


SUBSCRIBE 

foffie 

INTERNATIONAL 

HERALD 

TRIBUNE 

AND SAVE. 


Ax a new subscriber to the 
International Herald Tribune, 
you can save up Id 47% 


of lhe newsstand price, depending 
f residence. 


on your country at t 


For details 

an this speaaf introductory offer, 
write las 


frfT Subtcripiuitc Department, 
181. Avenue Charios-de O wuMo, 


92200 NaaSy-sw-Seine, fame. 
Or phone Porta >47-12-45 w. 305. 


ANNOUNCEMENTS 


Aw you interested In 
doing 


BUSINESS WITH CHINA 


Our dO-poos compendium wit supply 
with detailed xif u in m ti o ri an 0»- 


you with 

nese development priorities, characteris- 
tics ol Chinese foreign trade, business 
regulations; haw la establish first con 


tacts [direct mailing, indirect contacts 
through C ‘ 


_ Chinese agencies, fcwrsj; follow- 
up possibilities (advertisement, exhibi- 
tions. parramm representatives etc). 
Indudes useful addresses of Chinese 
trade aaaciatiaaL 

Send $20.- or eqwvrdent far yaw copy 
ID: UMVERSUM PRESSr 75 ridguenofs, 
POB 297, 121 1 Geneva 13. Switzericnd. 


OIARTTT BAZAAR UiHs/bargaow. 
March 72-23 10 a.m.-7 pjn. beta by 
the Ladies Auxilary af the American 
Legion, 49 ft Pierre Char ran. Parts S. 
AA in English daily, Paris. Tel- 551. 
3&90/32S 75.00. 

VS. TAX ASSOCIATES, tax asststance. 
Pans: 56391 23. London *080580. 


CLASSIFIED ADVERTISEMENTS 


BUSINESS 

OPPORTUNITIES 


27% 


GUARANIS7 ANNUAL RETURN 
Minimum Investment $2400.00 

International freight containers. 

Far fuU derats contact: 

WilScxn C Huriodc, V.P. 

C.T.C. Eqorpment AG. 

P.O. Box 169; 4000 Band 
Switzerland. 

CT.C is O wholly owned subsidiary of 
Interpool Ltd, one al Ihe.WorW* lari 


Inter pool ua. one at me .World* targ- 
es! container loosing companies, with 82 
offices and agents in 36 countries. 


AS PART OF STATE 42% owners bp 
m American Ford dealership. Tele- 
phone the Netherlands 04780-6324. 


BUSINE SS 

OPPORTUNITIES 


FOR HOTEL/ APARTMENTS/ shopping 
center, wo are seeking 50* investor 
putting up S25 million. land -*• equity 
+ permits 4 loan all in piixe. 
Wiiie/cable by 31 March- Fomeio. 
G>al. Martinez Campos 20, Madrid 
10. (Sponr 

LTD. COMPANES FROM £69 format 
Ixite Isle 
Panama 6> Liberia. 
...3 Prospect ffill. 
. I.OM Tel. Douglas (0624} 
23733 Tte 627900 BAUOWGl 


U. K. & Worldwide mdudxrg: isle 
Man, Anguifla P< 

Contact; CCM Ltd., 


J 


BUSINESS SERVICES 


FLYING FOR LIFE 


Flying Doctors around the world 24 
hours a day for FIRMS or INDIVIDUALS. 



Expatncnes/Travelers: special member- 
ship For Worldwide Medcd Assist once 
I and Repatriation. 


Cafe JET 5ECOURS 
15. rue Boissiere, 75116 Paris 
TeL 5057575. 71*. <1 1449 


LIMITED COMPANIES FORMS UK. 

and offshore. MJL Chettteburgh Ltd. 
140 Temple Chambers, London EC4. 
Tel. 01 3531441. Estabtshed 1058. 
TRANSLATIONS: Scientific and finan- 
cial. French/ EngWi and vice-versa. 
Rapid, accurate. Pans: 260 51 74 or 
6058340. 

PARIS VIP SStVICE. Interpreter guide 
assistant with limirmus Rolls Boyce. 
Tel.: Paris 547 43 04 


UJ5. TAX RETURNS prepared by CPA 
' ' Genera (022)55 


firm. Far apoorntmeni 1 
45«. New Tori. £13) 39&-01B& 


FINANCIAL 

INVESTMENTS 


FOREIGN EXCHANGE DEALERS buy 
your nonconvertible cash in Holy and 
Greece and entdt you U5S m Switzer- 
land. Tlx- Cwrtmyiy 886338 SCHO D 
a r write to Bo» 14045, Herald Tribune. 
92521 Neuifly Cede*. France 


OFFICE SERVICES 


Move to mildness^ 
Stay with taste. ■'/ 


LONDON-LUXURIOUS SERVICED of 
•ices or pisi reliable prestige business 
address, phone answering. !ele». eta. 
ser.nces AOFONE Bu*ne« Services 
lew. 19621. 150 Reocnt Street London 
W1 . TeL: 01 43° *288 Tele.. 36U20. 

LONDON BUSINESS ADDRESS/ 
PHONE TELEX. Execs LKiev Suite ea. 
87 Pegent St.. Wl. TeL- 439 7094 


REAL ESTATE 
FOR SALE 


HUM ill |*R|iV1M:E.« 


EZE SUR MER 


.300 SQ.M., budding penrw t 
semi-detoched vilas. 4X 5G M 
Unobstructed view o« sea 


r for 


Price hi 435000 


PROMOTION MOZART 

19-19bs ave. Auber & Plate Mozart 
06000 MCE Tel . 33 1931 87 08 20 
and 

149 tuc S>. Hanore >5001 Pott, 
r-l 33 (t| 761 69 37 and 260 38I«. 
Tele, IMMOZAR 461235 F. 


r.REVTHRirUN 


The special quality of ^Benson & Hedges 

in a mild kingsize cigarette. 


Benson & Hedges 



FOR SALE; ten-jicor loose on It sc in.- 

ao-apa'imeri at unjQu>* rhca acrcr i- 

Dwlsea, London. Dcwrctors. 900 
5 Q.tr siuc>o with sWepin .3 boL» r ’> 
bathroom, upva-s 610 5 Q It 
Hud* with own kitchen. Fk detai's 
Jahfls.'M, Pyciafr & Fe»a - 15? 
Fu'ha-n Road, London SWlO WP Tel.i 

OS 3T3-MT4 


iiKtill. 


PATRAS,- Apartment 5d sq m . I bed- 
■pom salon, bath & btehen. US 
$22,000 T Gcl’ttxs. KmcJor. 4?. 

s =h3S. 



Created and perfected by the House of Benson & Hedges 


mn 


ROMA- VILLA BOM5HESE. swmptvew 
pof;xe- T50 so m, (SJ75 wAf Ppv>- 

“oruG «t*. roof garden. Compiefely 
remodeled, -b'-eondnoned. Pec 1 it 
b?.nA, efc. Firfnfele emboss/ Ccn'Srt 
Mr Fqrpofo 634J31 637 4l 15 


REAL ESTATE 

FOR SALE 


miss SUBURBS 


PARIS - FRONT DE SEME 

Very luxurious 'Pieda-Ten*'. 70 sq.m., 
!5lh floor. Exceptional view. Fra. 
9*0.000. TeC504 37 28. 

NEUHJLY: new. on garden. Minrry, force 
3/4 raerm. TeL- 792 85 22. 

VERY NICE V1UA. standing m 4,800 
sq.m, property, 6 bedrooms. 2 hot hi. 
heated swimming pod. 2 car garage, 
22 mm* from Sf. We. 975 8ft2i 

SP\1\ 

COSTA DEL SOL Far sola hotel in Tor- 
remoSnos. Unique opportunity. 85% 
bi»h. 750 had*. Sea from, surrounded 
by tunes, spoils laa kites, swimming 
pools, etc An investment with enorme- 
ous potential. Write Box 666, Herald 
Pedro Texeiro 8- Madrid 20. 

REAL ESTATE 

TO RENT/SHARE 


FRRM.'fi PROVINCES 


NEAR PROV1NS (France) 

For rent, 90_km. from Pans, 16th century 
doman. Great prestige, entirely res- 
tored, fu 9/ modernized. 2 large recep- 
tion loom, 2 bedrooms, bath. Ideal for 
eiMwions-ari gaflery.. Tet: 40? B0 84. 


t.KFVrniUTAIX 

LONDON. For lhe best furnshed flats 
and houses. Consult the Speocftsn.- 
Philbos, Kay and Lewis. TeL; London 
629 8811 



Renthouse International 
020-448751 ( 4 lines) 

Ainlterdam. Aimloitfiik 162. 

PIERRE'S SERVICES: m Ajimcrdom. 
Hif.ersum & Uitochi areas. Td ■ 035- 
17193 

I'LHfS kllFA FI K\f?HfT» 


AT HOME IN PARIS 

Fur nut ted or Unfurnished 
uuuiiiiMuts to rant. 

PARIS PROMO, |fl R duCardmat 
temanc. T5055 Para. Tri- 325 28 77. 

EIFFEL TOWER 

Sudtos to 5 roam aporhnents 
fo- am? week. weeks or myr 

Td 577 54 04 TU. M0406 

EMBASSY SERVICE 

ApcetmewH. House*; 

SALES PENT 

265 67 77. 

ALMA: doubla livmg. 3 bo-iooevv, 
k'tchen. both chono, Frt 4,ftOCi 
charges induded. Td ?54 25 40. i 

CONCORDE 5 R Cam bon. 260 M.89. 
fcpT. studios, private shower, phone. 
Deri « m-anttllv rgta 

GIRL tO SHARE RAT. Pte MdDot rrj 

1,150 TeL 500 13 13 after 6 pm 
MADELEINE rote studio, fxqh ctau, ud- 
pe 1 fk». bataxv Tii 1 ,930 charge*, 
meiud-rt Td 26505 47 

NEUILLY: very centid. luw'ious 7 bed- 
rooms kzge i«eptron. mods room 
Madera equipment Tel 624 8588 

SHORT-TOM ON LEFT BANK No 

agent. 3T>01 78 

[*\M< \Hf.\l NM RMStiKD 


YOUR AGENT 

IN PAB5 • 602 40 40 

Anwriean Advisory Service 

BOULOGNE, raadentid. luiunaus. m 
perk. Lrano. 3 bedrooms, 2 baths. 3 
fjaraqw, ter'ate. Fra 4/80 307 31 62 
rnamaigt. 

B». DAllPHlNE, facma Ban. 5 reams. 

7 trth! Lko m Fra 5.0M net. . Tcf ; 
52? SI 24. 


REAL ESTATE 
WANTED/ EXCHANGE 


RESIDENCE SERVICE 


seeks apartments and homes far refined 
foreigners. 


TEL: PARIS 742 62 65. 


FOREIGN SERVICE 


seels for executives ported Paris, from 
studios to 5 rooms, rent guaranteed by 
compcmyaiembcasy.Pans28511 08 


EMPLOYMENT 


‘F.RSOXNKI. WANTED 


CAREER UTCAGOfTS/BROKStS 

Muftiaf of New Torlc, America's driest 
Mutual Ufe Insurance Company is seel- 
ing experienced lie ogerts to market 
their products la the Amw oju ovJicxi 
market m Europe. Only professional 
agents need appfr- Abo lew vacancies 


available far ojjenb m the iriinry mar' 


let. Write or aril. Coopnder Assoc., Am 
Hang I. 6751 Otterboch/Germony. Tel: 
06301 2550. 


CHKWKX BASED COMPANY deal- 
ing in large interior design and rehnb- 
isfotient contracts seels young qualified 
or pan qufJifipd accountant to be ossrsl- 
anl to the Clxef Accountant Duties will 
include day la day wpornuon of the 
accounts department and production of 


monthly management accounts. Salryjr 


negotiable - area £5750. Anpl 
C.v. to Box 35855. IHT. 103 l5n? 


London WC2. 


ngywoy. 


SALES REPRESENTATIVE WANTS) 

The mfitory (PX] sales department of 
A M.C ■ Jeep service company requires 
on eipetienced and capable sates per 
son to sell possarwr ears and /pep vetv 
cries lhe miliary PX exchange. Send te 
some cmd ipforences in canhdanco to- 
MARK MANGANRU 
A.M.C - JEEP SERVICE COMPANY 
AdiclMaNe* 57. 6:000 Frankfurt-- Main. 
» call Gm man v 0611-5=0360. 


TOP TEMPS 

Means his* what h says 
Tea quality multi lingual doff. AH 
•ovals* for tompono r y missions. 
Paris- 261 51 07 


UNITED NATIONS AGENCY 


(UNRWA) 

operating in the Midcfe East seeti appji- 
canons tu the post of O&UTY CHIB 1 . 


budget division based in Vienna, Aus- 
tin Applicants for this past must hows 
had adequate Ironing in occou ruing 
and several wars of expenance m ac- 
counting o budget wort at medium or 
seme* level m a knge government, m 
I er national tv commercial crgmzohon. 
Mr Or she wrU aunt m dewfopng budg- 
et procedures and aondards, reviewing 
ol budget estimates. Rrrpamyj the 

agency's annual budget, maxrairxna 
budoetarv records and statistics, etc. A 
good knowledge af written and spoken 
'*■ a essential. Far hJ information. 


ttudin^l commrrmnn striorv jid jritaw- 


onces of approwmatoty US S3P.QOO (run 
at las), write mmettataly to- 
Dnecior of Personnel 
EVN. 1/79 

UNRWA Meakjvo’er! (Vienna) 
ImnwwesJ BuWng 
Starehengosse 1 
A-1150 VIENNA IAUST8IA] 


xrw f-SSWI. » tuV. XTV 

operator. Hwfrf m bat H Engfah & 
French & o*i wc«i as a secretary loo. 
win •■coHem lyumg ability. Must have 
wart per mil cn aquivalenl status. For 
inter view, Coll Pam- 225 1 1 70. 


LATOfiS. English mol her -tongue, worli 
SpeOpfoxfionfe Bad 


dw at home 5peOc*M#iO«r Ehtetne 
i}v, Mechanics. Pehbehertwlry, Plum 
Erwineerma Write to Bo. 466, Herald 
Tribune, 92521 NeuiR* Cede*. France 
'•ORTH AMERICAN STOCK BROKERS 
seat far thetr bock office, fufty bhn- 
jwf t**exm Shorthand or ipnidwnl- 
mg appieciated Working hours 1 1.30 
a m • 7 JO p it t, or open for discus 
‘ - '“■'134001 


u cm T*4- Pans 260 ' 


nT ** rwTOwiiunj Mjtsv. 
CY urgrmly rcqixrm experienced loch- 

™cat translator (lipctonce). Tel. farm 
504 30 69. 


PERSONALS 


TV \t TIERS WANTED 


GROCE 

Teachers af Engjrsft required. Write to: 
S. Strategokis. 24 Piaxenou Karomda 
SOht 


St.. Thessabrriu. Greece. 


Intonation^ Taoching Jobs 


will appear each Saturday in the IHT 
Oassined Section 


contact your load IH1 representative 
(addresses m today's Classified Section] 


Ta^plot* your pd 


biter nabonal Hwdd Tribune, 
IBt atranve Charles d« Grade, 


92200 NeuSy, Franca 
1265T* 


Tub 747 12 65 Tju 612832 


AUTOS TAX FREE 


U.S. AUTOMOBILES 


General Motors, Chrysler, Ford, 
AMC. 4,4 jeep & Blazer Station- 
wagons. Brand new, cMf. colon, 
same day delivery with Swim 
papers and license plans. Payment 
in U.S 


RAMPY MOTORS INC, 
Sutgeneckcrtr. 60, 

3005 Berne, Switzerland 
Tel i 031.45.10.45. Tetofc 33850. 


Now 


TAX-FREE 
CocUkxs + Mercedes 
Range Rover + fitonr 
Camaras + Vrms Am 
and other makes 
same day regwfrafion pocebie 


Used 


AUTO SHIPPING 


TRANSCAR: trope's largest. Offices 
m USA. Best terms to Nrnlh America 
and worldwide. Baggage and house- 
hold goads shipper! Delivery a I over 
Europe. Brochure and quotes- Lon- 
don. W.I.. 44 New Bond St.. Tel: 491 
4121. Geneva 1219, 38Ave.duUg- 
non, TeL 96 55 11. 

TRANSCAR 20 rue Le Sueur. 75116 
Paris. TeL 500 03 04. Madrid, ill 19 

61. Antwerp-. 33 99 85, -Cannes. 39 43 44. 


SERVICES 


U-S. TAX RETURNS expertly prepared 
under new law by former oversees MS 
agent. Write to M. RatfocMd, 965 
Magnolia Awl, —27. Laricsfxrr, Cafi- 
forrxa 94939, USA, for quei tionnaxi 
U4GUSN GHOST WRITER will rm 


manuscript of novel. Tel. Monday, 
Wednesday, “ 


. Thursday afternoons. Mr. 
MCKH. Parrs 548 45 03 


I or 222 42 33. 


LOW COST FLIGHTS 


iczKOvrrs, 


MTl \T10.NS WANTED 


f=RB9CH WOMAN, 31, CAMBRDGE 

Proficiency Diploma, said background 
in Press PubSc Reiatians, Fashion, seeks 
responsible position with dynamic 
company in Pan; Single, fte.ikric 
hours. Free to travel. Box 429. Herald 
Triune. 92521 Neixlty Ode*. France. 

FBENCH, 32. confidenhtri cWk 'Mein- 
sreur de Campagme'. lop level, serious 
reterences. proviouj experience, seeks 
pasiti-vi near retired people. Any 
counlr , Write Mr. Cordier. Domaine 
de ki Bashdette, 81600 Goflac. Tels 
]63| 5? 05 02 France. 

MAN, 30, RENQ1 BUSINESS schocJ. 
summer asurse American urwersily, fi- 
nanoal & credit anofysi, fluent English 
& Arabic Interested by sunriar work 
Fiance or abroad. Please write. Box 
445. HcraW Tribune. 92571 NeinBy 
Cedei. France. 

MASTER'S DEGREE INTL management 
Thunder bud. Dec 78 seeks entry pos- 
twn in Int'l Finance. U.S. dtisen. S»ud- 
ied in Switzerland. W Germany. Profi- 
cient German, gxxi Imwfcdge Man- 
darin Chmesc. some Fiench. Ba> 
14044. Herald Tribune. 92521 Nemlly 
Cede* France. 

SATURDAYS/ SUNDAYS and even- 
ings, English -German-French, qudified 
jecretorv avalabie. Wriic to fo» 464, 
Herald Tribune. 92521 N«udly Cedr*. 
Fi once 


Oanderwrrasse 36, CH-B027 Zurich. 
Tel: 01 / 202 74 10. Telev- 53444. 


HOMKSTir 

ItiSITIttN’A \V Ml. Mil .f. 


DUTCH FAMILY, 3 children, ages 1-2- 
4, wautd like ro engage a [kif-inl 
Dutch- English '.peaking goverrxiSS. 
Mis. Wiflaert. Grinienstraai 18 . F*|me- 
Qen. Netherlands 

OVBtSEAS Au-Pun' Domestic Bureau. 
87 Regent S».. London Wl . 930 4/ 57. 


tunilsmr 

>tn vntivswwmt 


ENGUSH MUM'S HELPS, Nanmcs 
free now. NASH Agency, 2 7 Grand 

a L. III/ T /rti 64ft 


Parade. Brighton U kTTt Tg81 868^ 
” iSS, EngWi “ ' 


FIRST CiASS, EngW i.' 27,' b'adietor. 6 
ii-ais Buckingham Palace, seek-., good 
OOTOtlunily. Piivatc home, emgin-., 
or leslauranr. Call Pans. 723 89 i>9. 
■afternoon 

FULL U.S. WORK STATUS field by Brit- 
ish experienced domestic couple com- 
petonr oil d**m Cot) landon 730 


61BS Search Agency. 25 lOnq* Rd . 
London 5W3 Coblev S’ - 


r- — — — SEAHCHAGY 

WDO-CHBNESE HCXISBCSPBt, 43. 
seeks position with cuiple 'person as 
ccmpanon. Pans 280 50 3/ or write 
Mme. Le. 17 rue Fomam^ 75009 P«ris. 


TRAlPEiD NAWHE, 28 years, very ret- 
' cod Fry Staff Corv 


nHe leeks post abn. , 

jubann. ? Queens Rd. Farrborough. 
Hampshire. UK. T c t 0752-4:^88 
17 y&a OLD ITALIAN GIRLS weft to 
spend one year oywr wwh an Amen- 
owi tamfy in Hmdetberg (after Juno 
”1 Wmw to. fshtuio Fenimmile 
Torino 43. 13051 BreHa 


AUTOMOBILES 


AU MAKES A MODUS 1979 Auto* 
& Trucky 7 4 t wheel drive Immqd- 
aie dekvery ai iramondauv savings. 
BJazcrs. CamartK. Cadriba. Cor- 
vflttes, P d Ups. etc. Autoftjn. luff 
Aulo Brokers. P O Bor 191. w«t- 
part. O 06880. USA Tel- m237- 
7235. 


BMW CONCESSIQNNAIRE5 G.B. 

LTD., the UJC importers cat offer lax- 
hee ham stock BMVVj m SHD, LHD. 
U 5. and Austrakan speafiautions. 
New special prices for 1979. US spec 
models pcxd tar m US doUarv Cofl us 
today: export Division, 56 Park Lane, 
London W1Y 30A Td.r 016299277. 
Trie*- 261360. 


The I nr e national Herald Tribune 
amnot vouch for the 
rrQabrtur of the ft* c-ui 
flights oJrtnued brio*. 


TRAVBA1R Executive Flphis. Personal 
service with economy to mart destina- 
tions except Europe- Lata bookings 
welcome. Traveksr Ltd., 40 Groat 
Marlborough Street, London W.l. Tel: 
01-439 7506 Tlx: 268 332 atal IDPbd. 

GLOBAL LOW COST AIR FARES. 
Sunshine Traveb. Td.. 242202. Sint 
Jocobsstroal 42. Amsterdam. 

AIR CHAR7BIS ‘ACGtS* - Since 1969 
(recommended by embosom) - 5 rue 
d'Artob. Penis Bth. Tel: 523 02 15/16. 


ARTS 


HOLYLAND MAPS A PHOTS bxty .- 
originals. London 4554931/4994340: ' , 


Vienna 249430. Antwerp 304977. V '- 
Avnr 857326. Coiar Xerox for apptavii 


DIAMONDS 


DIAMONDS 

Your best bur- 


fine diamonds in any pros range-. 
of lowest whoiesafe pne 


l prices 

(fired from Antwerp 
center of (fie cfmnond worli 
Ful guarantee 
Far free price kit wnte 

JoaMm CdiluuWu 


-t-; 


ifiamaitexuail 

Eatabl cried 1928 


PeJtkoanstroat 62. E-2000 Antwerp 
Belgwiti - Tel.! 031/1326-60 ~ 

at lhe Diamond dub EBdg. 

Heart of the Antwerp Dionondindriky, 


“^F'i 
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PHISOWF.l. WANTED 


CHALLENGING 

Permonpn! pobtions m American and in- 
ternational firms for fngtsh mother- 
longue oi perfectly bilingual 
French 'EngLsh secretaries. Te). Agent, 
Paei 233 19 05. 


EXECUTIVE SECRETARY 

Perjured for Frankfurt office of multina- 
tioncit cantriting firm Fluent b-lmgud 
Engtnh. German, with gcxxl French pre- 
ferred Permanent emptarir-enr. Please 

afpfy to- matjaging director 

C6KA PROJEO MANAGEMENT 
FELDSfFC-SR 5 

6000 FRANKFURT M. I. WGBtMANY. 
TEL Del 1 726657. 


PAMS EASED INTERNATIONAL or- 

ffsmatian a loJnrq fjr at outsfOndma 
BILINGUAL SECR ET ARY.(EnQl, ih 
mother tongue! far ih European Gener- 
o) Manager. 

Candidalei should have enceflent Eng- 
lish shorthand and Typing and good 
spoken French. 

Free to start «yh April. 

£>cettunt work mg condition and solar V. 
Local ton near Eto<le. 

Par interview THephane: 764 11 66. exi. 
37. Pirns. 


sm.\TUt\SU'\\TKI» 


NSD A SECRETARY 

CaS F.jru 622 S3 86 Marie Gilmen. 
Recruitment consultant since 1973. 


EXECUTIVE SECRETARY. 25, fluent 
French. English + Spanish, seeks inter- 
esting position involving travel and 
responubifitiet. Bax 47ft Herald Tri- 
bune. 92521 hieuilly Cede*. France. 

EXPERIENCED ENGU5H/ FRENCH 
SECRETARY, seeks career past. Arty lo- 
cation considered. Write Bo* 472. 
Herald Tribune. °2521 NeuiRy Cede*. 
France 

FIND A GOOD SECRETARY. CaU G h. 
Consultants Pans- 225 12 94. 

FRENCH, ENGU5H. SPANISH TRANS- 
LATOR G'aduote ISlT (shorthand-'ryp- 
■ngj. seeks irdernttma prepositions 
W ile Bo* 4^7 Herald tr rbune. 92521 
Nei°ttv Cedes. Fionce- 


snu.vnoNs Wanted 


FRENCH WOMAN, 30, «war ; > 
Engfeh/Geiman (Dipfoma «i titadt^ 
tionL 4 years experience audmwd 7' 
pubnshing seeks assistant posihon. ra '■ ■ .* 
?226 0?03. 


- ten. 1 

from U S (after having worked ttfl* 
for last 10 vears wrin Brtgxui ® ’ ' 
Netherlands Embassies) with wodfl: - ,. 
experience in commercsri. eaorJirrt. 
pafiikd, lefxd. tccfounl.and “ 
affairs, is kxAing for an interesting p 
m American or imeraatiana! ccmpM 
in Antwerp or Brussels. Exwfcnt nro 
erices Ms J.C Foeradc, Ojrrvsm? 

69. ffc-nerdmn. Netherlands. 


TOP-GRAM BRIWUAL Spc«di-En 

fob Secretory, educated Span a 
USA Erpetierrod Ca"fiden»ri 
l Sralii inreresunq DotIvJ" 
Amc;pcnn 'ir inlT Co. £o* 154 . 1 
Redio Teneiro 8. Moai-id Hi. 


PRESIDENT OF A MAJOR, 

privately owned group of compannas requires a 


EXECUTIVE BILINGUAL SECRETARIES 
needed lor Porn & suburbs. Cofl Par*; 
G h. Consultants. 225 12 94 
INTERNATIONAL ELECTRONIC COM 


PANY. seeks uigemly for its NeuTUy 
llshorrhcnd ! 


office a bihnauafshorrhond typst, sec- 
lernry {French -Enqfcfr|. Engfish irialher- 
tongue preferable with experience, 


wngue preferable with ~ experience, 
wfling to take iiwhahve and integrate 


small bu* dynamic engineers 


team. Ask for Susan Smith. Pons- 745 

1 • 61) tor apoomnnem. 


BRITISH MOTORS Wright Brothers 

Monte Carlo, direct foctorv dader 
ROUS ROVa and BCNTIEV can ai- 


range gmcV. d§k*ni / Vilest madeb Tel 
(93) 50 64 04 Tlx- 470250 TELCO 

1R7 American specs. 10000 rmlin a'c 


stereo cassette, British export (kales 
' 1.500 Phann Aro 


forced to se4 Firm $4 
na. Hal,. 0322-49314 


17 60 tor gpuMmmem. 

INTHWAIWfUAl MOVING COMPA- 
CT (Located Between Frankfun.-Wies- 
boden] seeks a woetary. E ng lish. Get- 
man spooking for assis>anc» <n 
diiparctvng ai moves warfowKle. 
C-tood tyfing. experience isquestod. 
conioci; Interdean GmbH. Rhein- 
Main^anch Sandstiasse. Harterdietm 
3 Phono- 06190- 2001. 

RH J RSENTAT1VE OFFICE of AMERI- 
CAN RANK seeks an EXPSfn&UCEO 
bAnguaf bnglish-Fronch sbjrrhwid-typ- 
■u. Send Cv. & phone number to So* 
*r 1, Harold Tribune. 92521 Neix/iy 
Cedes. France. 

TEMPOR8L has u npm atut u dpenngj 


lor Enpkjh nvUier-tonme 8- fokrigucf 
Sts. Snorlhand desn- 


scaetanes & lypsts. — 

a ble. CaU or write U rve Tror^wt, 
TSOOBfany 7el. 3664562. 


MTI \TH | N*iU WTED 


secretary/ 
personal assistant 


A55ISTANT-SCCRFTARY. 29, wrf«t- 
l» bkmgunl. knowledge cf Dutch and 
Spcwsh seeks top level position m Fry- 
is TeL Pans: 5tJ 20 83 
FRB4CH SECRETARY Emglsh and Ger- 
man fluent. 34. senlrs rep level posi- 
tion Write 6a* 468. Herald Tribune 
92521 NeudyCedex. France. 


Responsibilities will inclutJe lhe provision 
of personal and business secretarial services 
to lhe President and C3lfs for personnaltty 
and poise and a quiet efficiency . 

Fluent English and French are required 
and a good arts education possibly to degree 
standard. The successful candidate may 
occasionally be asked to assist in formal 
entertaining. 

Th/s appointment will prove both challeng- 
ing and rewarding and will involve extensive 
Travel in Europe and elsewhere. Complete 
mobility, tact and dedication are required. 
Applicants should be single, aged minimum 
25. have at least three years secretarial 
experience at executive level. An excellent 
tax free salary is offered. 

All replies will be acknowledged. 

Shortlisted candidates only will be advised 
Of the identity of the Group. 

If you think you are the right person please 
write, ref. RAND to : 







